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ABSTRACT: 

Cantilever  retaining  walls  can  respond  externally  to  earthquake  ground  motions  by  sliding  or  by 
rotating,  or  internally  by  stem  wall  yielding.  The  type  of  response  that  will  have  the  greatest  impact  on 
post-earthquake  performance  will  likely  depend  on  restraint  conditions  at  the  base  of  the  wall.  Walls 
founded  on  soil  without  an  invert  slab  are  most  likely  to  dissipate  the  inertial  energy  imposed  by 
earthquake  ground  motions  by  sliding.  This  may  also  be  true  for  walls  founded  on  fissured  or  fractured 
rock.  Walls  founded  on  soil  or  on  fissured  or  fractured  rock  and  prevented  by  an  invert  slab  from  moving 
laterally  are  more  likely  to  tip  (i.e.,  rotate)  than  to  slide  during  a  major  earthquake  event.  Walls  founded 
on  competent  rock  without  significant  joints,  faults,  or  bedding  planes  and  prevented  by  a  strong  bond  at 
the  rock-footing  interface  from  either  translating  or  rotating  are  likely  to  dissipate  energy  through  plastic 
yielding  in  the  stem  wall.  All  three  responses  can  leave  the  retaining  wall  in  a  permanently  displaced 
condition. 

The  purpose  of  this  report  is  to  provide  methodologies  for  conducting  a  performance-based 
earthquake  evaluation  related  to  plastic  yielding  in  the  stem  wall.  The  methodologies  include  evaluation 
of  brittle  or  force-controlled  actions  and  the  evaluation  of  ductile  or  deformation-controlled  actions.  The 
later  evaluation  provides  estimates  of  permanent  (residual)  displacement  for  walls  dominated  by  a  stem 
wall  yielding  response. 

Performance-based  evaluation  methodologies  are  demonstrated  with  respect  to  a  wall  designed  to 
current  Corps  ultimate  strength  design  criteria  and  with  respect  to  an  older  retaining  wall  designed  to 
working  stress  design  criteria.  Lap  splice  deficiencies  related  to  older  walls  are  discussed  and 
performance-based  evaluation  techniques  proposed. 

At  present  the  Corps  computer  program  CWRotate  is  able  to  estimate  permanent  displacements 
associated  with  a  sliding  response  and  a  rotational  response.  An  enhancement  is  proposed  to  provide 
estimates  of  permanent  (residual)  displacement  for  walls  dominated  by  stem  wall  yielding. 
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Introduction 


1.1  Behavior  of  Retaining  Wall  Systems  Subjected 
to  Earthquake  Ground  Motions 

Cantilever  retaining  walls  can  respond  externally  to  earthquake  ground 
motions  by  sliding  as  indicated  in  Figure  1.1  or  by  rotating  as  indicated  in 
Figure  1.2.  They  can  also  respond  internally  by  stem  yielding  as  indicated  in 
Figure  1.3. 

The  type  of  response  that  will  have  the  greatest  impact  on  post-earthquake 
performance  will  likely  depend  on  restraint  conditions  at  the  base  of  the  wall. 
Walls  founded  on  soil  without  an  invert  slab  are  most  likely  to  dissipate  the  iner¬ 
tial  energy  imposed  by  earthquake  ground  motions  by  sliding.  This  may  also  be 
true  for  walls  founded  on  fissured  or  fractured  rock.  Walls  founded  on  soil  or  on 
fissured  or  fractured  rock  and  prevented  by  an  invert  slab  from  moving  laterally 
are  more  likely  to  tip  (i.e.,  rotate)  than  to  slide  during  a  major  earthquake  event. 
Walls  founded  on  competent  rock  without  significant  joints,  faults,  or  bedding 
planes  and  prevented  by  a  strong  bond  at  the  rock- footing  interface  from  either 
translating  or  rotating  are  likely  to  dissipate  energy  through  plastic  yielding  in  the 
stem  wall.  All  three  responses  can  leave  the  retaining  wall  in  a  permanently  dis¬ 
placed  condition.  The  computer  program  CWRotate  (Ebeling  and  White,  in 
preparation)  can  be  used  to  provide  estimates  of  this  permanent  (residual)  dis¬ 
placement  for  walls  dominated  by  a  sliding  or  rotational  response.  An  enhance¬ 
ment  to  C  WRotate  could  be  made  to  provide  estimates  of  the  permanent  dis¬ 
placement  associated  with  a  stem  wall  yielding  response.  This  enhancement  is 
described  in  Appendix  F. 

It  should  be  recognized  that  the  dynamic  response  of  cantilever  retaining 
walls  is  far  from  being  well  understood  (Veletsos  and  Younan  1997).  Often 
pseudostatic  methods,  such  as  those  described  in  Ebeling  and  Morrison  (1992), 
are  used  to  investigate  the  response  of  retaining  walls  to  earthquake  ground 
motions.  In  other  cases  sophisticated  stress-deformation  methods  are  used.  The 
sophisticated  stress-deformation  methods  allow  the  user  to  consider  various  con¬ 
stitutive  models  for  the  soil-wall  system  and  permit  user-specified  acceleration 
time-histories,  e.g.,  Green  and  Ebeling  (2002)  and  Veletsos  and  Younan  (1997) 
to  cite  a  few. 
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Figure  1.1  Permanent  earthquake-induced  sliding  displacement  As 

Pseudostatic  methods  assume  rigid  body  motion  and  therefore  an  equal 
acceleration  response  (i.e.,  retaining  wall  and  ground  move  in  unison).  As  such, 
pseudostatic  methods  cannot  directly  capture  the  ground  motion  amplification 
effects  that  may  occur  with  flexible  structures  or  structural  systems.  Using  an 
“effective”  value  for  acceleration,  however,  can  approximate  amplification 
effects. 
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Figure  1.2  Permanent  earthquake-induced  rocking  rotation  0r 


1 .2  Objectives  of  Research 

This  research  effort  investigates  the  various  potential  responses  that  cantile¬ 
ver  retaining  wall  structures  can  exhibit  when  subjected  to  earthquake  ground 
motions,  with  special  emphasis  on  a  response  that  is  dominated  by  flexural 
yielding  in  the  stem  wall.  Flexural  yielding  in  the  stem  is  applicable  to  those 
cantilever  retaining  walls  founded  on  rock  without  significant  joints,  faults,  or 
bedding  planes,  and  restrained  against  translation  and  rotation.  Because  of  the 
reserve  capacity  associated  with  the  design  for  static  earth  pressures,  earthquake 
ground  motions  may  or  may  not  cause  plastic  yielding  within  the  stem. 

The  report  first  describes  the  seismic  behavior  of  all  structures  and  structural 
systems  to  earthquake  ground  motions  and  discusses  the  various  simple  proce¬ 
dures  often  used  for  the  seismic  evaluation  of  building,  bridges,  and  other  struc¬ 
tures  not  subject  to  soil-structure  interaction. 
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Figure  1 .3  Earthquake-induced  flexural  yielding  of  stem  wall  and  permanent 
displacement 

The  seismic  evaluation  of  earth  retaining  wall  structures  is  more  complex  due 
to  soil-structure  interaction  effects.  Pseudostatic  methods  and  stress-deformation 
methods  are  often  used  for  the  seismic  evaluation  of  cantilever  retaining  walls. 
Two  methods  described  in  this  report  are  of  special  interest.  One  is  the  simple 
pseudostatic  procedure  described  in  Ebeling  and  Morrison  (1992)  and  Seed  and 
Whitman  (1970).  The  other  is  the  flexible  cantilever  wall  procedure  described  in 
Veletsos  and  Younan  (1997).  Both  procedures  are  described  in  this  report  and 
illustrated  in  the  examples  in  the  appendices.  The  flexible  cantilever  wall  proce¬ 
dure,  since  it  provides  estimates  for  displacement  demand,  could  facilitate  a 
displacement-based  evaluation.  Displacement-based  evaluations  are  needed  for 
those  walls  where  flexural  demands  exceed  flexural  capacities.  The  proposed 
displacement-based  procedure  is  described  and  illustrated  in  Appendix  F.  A  pos¬ 
sible  enhancement  to  CWRotate  is  also  described  in  Appendix  F.  For  retaining 
walls  dominated  by  stem  wall  yielding,  this  enhancement  could  provide  estimates 
of  the  permanent  (residual)  post-earthquake  displacement  by  taking  into  account 
the  contribution  of  each  post-yield  excursion  that  occurs  during  a  given  time- 
history  event. 

As  indicated  earlier  in  this  chapter,  the  capacity  of  a  retaining  wall  to  resist 
earthquake  ground  motion  effects  depends  on  the  reserve  capacity  available  in 
the  design  for  static  earth  pressures.  This  aspect  is  investigated  for  older  retaining 
wall  systems  by  examining  the  margin  of  safety  inherent  in  the  old  working 
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stress  design  (WSD)  approach.  A  similar  approach  is  used  for  new  walls  by 
examining  the  margin  of  safety  inherent  in  the  current  Corps  ultimate  strength 
design  (USD)  approach. 

An  example  illustrating  the  Corps’  old  WSD  approach,  an  approach  used  for 
the  design  of  many  older  retaining  walls,  is  presented  in  Appendix  D.  A  retaining 
wall  designed  to  current  Corps  USD  practice  is  presented  in  Appendix  E.  The 
capacity  of  each  design  to  resist  earthquake  ground  motion  effects  is  discussed. 

In  addition,  an  older  retaining  wall  designed  to  Corps  past  practices  using  out¬ 
dated  “low-bond”  deformation  type  reinforcement  is  evaluated  for  each  potential 
response  mechanism  and  various  seismic  safety  concerns  (earthquake  and  post¬ 
earthquake)  addressed  (see  Appendix  F).  All  potential  modes  of  failure,  both 
ductile  and  nonductile,  are  considered.  Potential  failure  modes  for  reinforced 
concrete  intake  towers  are  described  in  Appendix  B  of  Engineer  Circular  (EC) 

1 1 1 0-2-285 1 .  Relevant  provisions  of  the  EC  1 110-2-285  guidance  will  be 
updated  in  this  report  to  accommodate  the  cantilever  retaining  wall  seismic 
evaluation  process. 


1.3  Response  of  Structures  and  Structural 
Systems  to  Earthquake  Ground  Motion 

In  earthquake  design  and  analysis,  response  spectra  via  spectral  acceleration 
values  are  used  to  represent  the  peak  acceleration  response  of  single-degree-of- 
freedom  (SDOF)  systems  to  a  time-history  of  recorded  ground  motions.  This 
topic  is  discussed  in  detail  in  Chapter  2,  but  is  presented  here  to  illustrate  the 
response  of  systems  that  are  considered  to  be  infinitely  stiff  (rigid),  as  compared 
to  systems  that  are  flexible.  Response  spectrum  methods  are  often  applied  to  the 
seismic  evaluation  of  flexible  structures.  Typical  structures  utilizing  the  response 
spectra  method  of  design  and  analysis  include  concrete  dams,  intake  towers, 
buildings,  and  bridges.  Although  not  often  evaluated  by  response  spectrum 
methods,  the  behavior  of  cantilever  retaining  walls  (a  soil-wall  system)  can  be 
illustrated  with  respect  to  the  force  demands  on  a  system  that  is  considered  to  be 
rigid  versus  a  soil-wall  system  that  is  flexible.  The  term  system  will  be  used 
throughout  the  report  to  describe  structural  systems  where  soil-structure  interac¬ 
tion  effects  can  be  important  to  the  overall  response.  Although  a  response  spec¬ 
trum  represents  the  maximum  response  of  SDOF  systems,  the  response  of 
multidegree-of- freedom  systems  (MDOF)  can  also  be  evaluated  by  response 
spectrum  analysis  method.  A  type  of  SDOF  system  is  illustrated  in  Figure  1.4. 

Each  SDOF  system  is  represented  by  a  single  lumped  mass  atop  a 
beam/column  element  with  the  beam/column  element  having  a  given  stiffness 
and  damping.  The  peak  response  of  this  particular  system  in  terms  of  displace¬ 
ment,  velocity,  or  acceleration  can  be  recorded  in  response  to  a  given  time- 
history  record  of  earthquake  ground  motion.  Figure  1.4  illustrates  the  peak  accel¬ 
eration  response  to  earthquake  ground  motion. 


'Appendix  B  of  EC  1 1 10-2-285,  “Seismic  Design  and  Evaluation  of  Free-Standing  Intake 
Towers,”  by  Strom,  Ebeling,  and  French,  30  September  1995,  has  been  superseded  and  is 
no  longer  in  publication. 
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If  a  series  of  SDOF  systems  with  similar  mass,  but  with  different  stiffness 
(each  SDOF  will  have  a  different  period  of  vibration),  is  subjected  to  a  given 
time -history  record  of  earthquake  ground  motion,  then  with  the  peak  response 
from  each  SDOF  system  analyzed,  a  response  spectrum  can  be  obtained.  A  plot 
of  peak  acceleration  response  against  period  of  vibration  is  termed  an  accelera¬ 
tion  response  spectrum.  Refer  to  Ebeling  (1992)  for  a  complete  example  of  the 
steps  involved  in  this  type  of  analysis.  Its  characteristics  are  dependent  on  the  site 
characteristics,  i.e.,  firm  or  soft  site,  the  earthquake  intensity,  distance  from 
earthquake  source  to  site,  and  source  to  site  transmission  path  characteristics. 
Shown  in  Figure  1.5  is  an  acceleration  response  spectrum  that  has  been  smoothed 
to  eliminate  irregularities  for  purposes  of  this  discussion. 

A  smooth  response  spectrum  is  generally  used  for  earthquake  design  and 
evaluation  of  MDOF  systems,  and  is  often  preferred  over  a  natural  response 
spectrum  that  has  numerous  peaks  and  valleys  unique  only  to  the  particular  time- 
history  record  used  in  its  development.  The  period  of  vibration  (natural  and 
undamped)  of  an  SDOF  system  is  equal  to 


2/r 


mass 

stiffness 


SDOF  systems  with  periods  of  vibration  approaching  zero  are  rigid  systems 
that  move  with  the  ground,  thus  having  peak  acceleration  equal  to  the  peak 
ground  acceleration.  Very  flexible,  i.e.,  long-period,  systems  tend  to  have  a  low 
acceleration  response  since  the  mass  tends  to  remain  pretty  much  stationary  with 
the  ground  moving  relative  to  the  stationary  mass.  For  long-period  systems  the 
ground  motion  response  can  be  suppressed  in  the  structural  system.  For  SDOF 
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systems  that  approach  resonance  with  the  characteristic  period  of  vibration  of  the 
ground  motion,  amplification  of  the  ground  motion  response  can  occur  within  the 
structural  system. 


T  -  Fundamental  Period  of  Vibration 
Sa  =  Peak  Response  Acceleration 

»A7 


T  (Seconds) 

Figure  1 .5  Development  of  response  spectra 


1.4  Pseudostatic  Methods  and  Their  Limitations 

Cantilever  retaining  walls  can  be  evaluated  for  earthquake  ground  motions 
and  dynamic  earth  pressure  effects  by  one  of  the  following: 

•  Pseudostatic  methods  with  a  preselected  seismic  coefficient. 

•  Stress-deformation  methods. 

Both  of  these  methodologies  are  described  in  Ebeling  and  White  (in  prepara¬ 
tion).  Veletsos  and  Younan  (1997)  using  stress-deformation  methods  confirmed 
that  dynamic  earth  pressure  intensity  and  distribution  are  highly  dependent  on  the 
flexibility  of  the  stem  wall  and  its  base.  For  usual  wall  flexibilities  when  dynamic 
amplification  effects  in  the  retained  soil  are  neglected,  the  magnitude  of  the  total 
wall  force  (i.e.,  static  plus  incremental  dynamic  resultant  earth  pressure  force)  is 
in  reasonable  agreement  with  that  determined  by  the  Mononobe-Okabe  (MO) 
relationship.  The  MO  approach  is  a  pseudostatic  method  that  assumes  limit-state 
(active)  soil  pressure  conditions  in  the  retained  soil.  This  approach  is  one  of  the 
simple  dynamic  analysis  procedures  described  in  Ebeling  and  Morrison  (1992). 
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The  MO  approach  can  be  applied  to  retaining  walls  in  which  the  relative 
motion  of  the  retaining  structure  and  backfill  is  sufficient  to  fully  mobilize  the 
shear  strength  in  the  soil.  The  MO  approach  utilizes  a  soil  wedge  solution  in 
which  a  wedge  of  soil  bounded  by  the  structural  wedge  and  by  an  assumed  fail¬ 
ure  plane  within  the  retained  soil  are  considered  to  move  as  a  rigid  body  and  with 
the  same  horizontal  acceleration  (Figure  1.6). 


Figure  1.6  Driving  and  resisting  wedges  per  Mononobe-Okabe 


Symbols1  used  in  Figure  1.6  are  defined  as  follows: 
g  =  acceleration  of  gravity 
W  =  weight  of  rigid  body  (i.e.,  wall  or  soil  wedge) 
ah  =  maximum  horizontal  ground  acceleration  equal  to  ki,  g 
av  =  maximum  vertical  ground  acceleration  equal  to  krg 
kh  =  fraction  of  horizontal  acceleration 
kv  =  fraction  of  vertical  acceleration 
H  =  height  of  wall 

Fh  =  dynamic  earth  pressure  force  in  horizontal  direction 
Fv  =  dynamic  earth  pressure  force  in  vertical  direction 
R  =  resultant  force  on  soil  wedge 
Pae  =  total  active  earth  pressure  force  (dynamic  +  static) 

<()  =  angle  of  R  with  respect  to  the  soil  wedge  slip  plane 
8  =  angle  of  Pae  with  respect  to  landside  wall  face 

The  dynamic  earth  forces  will  then  be  proportional  to  the  weight  in  the  fail¬ 
ure  wedge  times  the  horizontal  seismic  coefficient.  The  total  backfill  thrust 
(dynamic  +  static)  against  the  wall  using  the  MO  pseudostatic  approach  is  equal 
to 


1  For  convenience,  symbols  and  unusual  abbreviations  are  listed  and  defined  in  the 
Notation  (Appendix  H). 


8 


Chapter  1  Introduction 
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PAE=0.5y{\-kx)H\KAE) 

where 

y  =  moist  unit  weight  of  the  backfill 

Kae  =  active  stress  coefficient,  which  is  a  function  of  (a)  the  friction  angle 
of  the  retained  soil,  (b)  the  interface  friction  angle  between  the  back¬ 
fill  and  the  wall,  and  (c)  the  horizontal  and  vertical  acceleration  coef¬ 
ficients  kh,  and  kv,  respectively,  as  per  Equation  33  in  Ebeling  and 
Morrison  (1992).  KAE  is  given  in  Equation  34  in  Ebeling  and 
Morrison  (1992). 

A  moist  soil  backfill  above  the  groundwater  table  is  assumed  for  Equa¬ 
tion  l.l.1  Seed  and  Whitman  (1970)  as  cited  in  Whitman  (1990)  and  Ebeling  and 
Morrison  (1992)  have  provided  a  simple  linear  approximation  for  KAE  that  is 
applicable  for  cases  where  the  vertical  acceleration  is  zero: 


Kae  =  Ka  +  (3/4)  kh  (1.2) 

where  K  t  is  the  static  coefficient  of  earth  pressure. 

Procedures  for  determining  the  failure  wedge  and  dynamic  soil  pressure 
effects  for  active  conditions  are  described  in  Ebeling  and  Morrison  (1992). 
Included  in  the  Ebeling  and  Morrison  (1992)  report  is  a  simplified  procedure  for 
computing  the  dynamic  active  earth  pressure  on  a  vertical  wall  retaining  dry 
backfill.  This  procedure  is  illustrated  in  the  retaining  wall  examples  in  Appendi¬ 
ces  D  and  E  of  this  report. 

Since  the  MO  approach  assumes  the  soil-wall  system  moves  as  a  rigid  body, 
it  can  also  be  assumed  that  the  natural  period  of  the  system  is  the  same  as  that  of 
a  rigid  body,  i.e.,  equal  to  zero.  This  means  that  the  dominant  periods  of  vibration 
of  the  ground  motion  are  extremely  large  compared  with  that  of  the  soil-wall 
system.  For  a  rigorous  interpretation  of  a  rigid  soil-wall  system  analytical  model, 
it  may  be  inferred  that  the  mass  of  the  soil-wall  system  and  the  substrate  will 
move  together  with  no  relative  displacement.  Acceleration  is  conserved  whether 
the  system  performs  linearly  or  nonlinearly.  Most  importantly  when  the  simpli¬ 
fied  MO  approach  is  used,  no  inertial  force  reduction  may  be  realized  through 
system  ductility,  i.e.,  through  plastic  hinging  at  the  base  of  the  stem  wall. 

Stress-deformation  methods  similar  to  those  described  in  Ebeling  and  White 
(in  preparation),  Green  and  Ebeling  (2002),  and  Veletsos  and  Younan  (1997) 
must  be  used  to  assess  the  influence  soil-wall  system  flexibility  has  on  perform¬ 
ance.  As  indicated  in  Veletsos  and  Younan  (1997),  dynamic  amplification  is  pos¬ 
sible  with  stem  wall  demands  approaching  twice  those  determined  by  applying 
the  MO  approach. 


1  Ebeling  and  Morrison  (1992)  provide  relationships  for  PAE  and  pore-water  pressures  in 
the  case  of  partially  or  fully  submerged  retained  soils. 
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1.5  Design  Basis  Earthquakes 


The  design  basis  earthquakes  to  be  used  by  the  Corps  in  the  design  and 
evaluation  of  cantilever  retaining  walls  are  the  Operational  Basis  Earthquake 
(OBE)  and  the  Maximum  Design  Earthquake  (MDE).  These  design  earthquake 
events  are  described  in  the  following  paragraphs  and  in  Engineer  Regulation 
(ER)  1 110-2-1806  (Headquarters,  U.S.  Army  Corps  of  Engineers  (HQUSACE) 
1995).  Earthquake-generated  inertial  forces  associated  with  the  OBE  are  consid¬ 
ered  to  be  unusual  loads.  Those  associated  with  the  MDE  are  considered  extreme 
loads.  Earthquake  loads  are  to  be  combined  with  other  loads  that  are  expected 
during  routine  operations. 


1.5.1  Operational  basis  earthquake 

The  OBE  is  an  earthquake  that  can  reasonably  be  expected  to  occur  within 
the  service  life  of  the  project,  that  is,  with  a  50  percent  probability  of  exceedance 
during  the  service  life.  (This  corresponds  to  a  return  period  of  144  years  for  a 
project  with  a  service  life  of  100  years.)  This  design  event,  though  important  to 
the  evaluation  of  other  Corps  structures,  will  typically  not  govern  with  respect  to 
new  cantilever  retaining  walls  designed  to  current  reinforced  concrete  design 
requirements.  This  is  because  the  reserve  capacity  inherent  in  the  load  factors 
used  for  static  earth  pressure  conditions  will  keep  performance  within  the  linear 
elastic  range  for  the  OBE  event.  Nevertheless  per  ER  1 110-2-1806  requirements 
this  load  case  needs  to  be  considered  for  all  Corps  retaining  structures,  especially 
in  regions  with  a  high  seismic  hazard  potential  (e.g.  many  west-coast  Corps 
sites). 


1.5.2  Maximum  design  earthquake 

The  MDE  is  the  maximum  level  of  ground  motion  for  which  a  structure  is 
designed  or  evaluated.  Generally,  for  other  than  critical  structures,  the  probabil¬ 
istically  determined  MDE  is  an  earthquake  that  has  a  1 0  percent  chance  of  being 
exceeded  in  a  100-year  period  (or  a  950-year  return  period).  For  critical  struc¬ 
tures  the  MDE  is  the  same  as  the  maximum  credible  earthquake  (MCE).  Critical 
structures,  by  ER  1 110-2-1806  definition,  are  structures  that  are  part  of  a  high- 
hazard  project  and  whose  failure  will  result  in  loss  of  life.  The  MCE  is  defined  as 
the  greatest  earthquake  that  can  reasonably  be  expected  to  be  generated  on  a  spe¬ 
cific  source,  on  the  basis  of  seismological  and  geological  evidence.  It  is  antici¬ 
pated  because  of  the  reserve  capacity  associated  with  static  earth  pressure  design 
that  earthquake  load  cases  will  govern  only  for  retaining  walls  located  in  high 
seismic  areas.  Designers,  however,  will  need  to  verify  this  for  their  particular 
project. 


1.6  Performance  Levels 

Various  performance  levels  are  considered  when  evaluating  the  response  of 
structures  to  earthquake  ground  motions.  The  performance  levels  commonly  used 
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are  serviceability  performance,  damage  control  performance,  and  collapse  pre¬ 
vention  performance. 


1.6.1  Serviceability  performance 

The  structure  is  expected  to  be  serviceable  and  operable  immediately  fol¬ 
lowing  earthquakes  that  can  reasonably  be  expected  to  occur  within  the  service 
life  of  the  project.  This  performance  objective,  however,  may  not  need  to  be 
evaluated  for  retaining  walls  because  of  the  reserve  capacity  issue  cited 
previously. 


1.6.2  Damage  control  performance 

Elements  of  the  structure  can  perform  beyond  their  elastic  limits  (nonlinear 
behavior)  provided  displacement  demands  and  permanent  post-earthquake  dis¬ 
placements  are  within  acceptable  limits  and  provided  the  post-earthquake  load 
capacity  of  the  structure  has  not  been  significantly  compromised.  Damage  may 
be  significant,  but  it  is  generally  repairable  and  concentrated  in  discrete  locations 
where  yielding  occurs.  The  designer  should  identify  all  potential  damage  regions, 
and  be  satisfied  that  if  necessary,  it  will  be  feasible  to  repair  the  earthquake  dam¬ 
age  before  further  damage  by  floods  or  earthquakes  can  occur.  Except  for 
extreme  MCE  events,  it  is  desirable  to  control  or  limit  damage  to  the  stem  of 
spillway  retaining  walls  and  to  keep  permanent  post-earthquake  displacements 
within  acceptable  limits. 


1.6.3  Collapse  prevention  performance 

Collapse  prevention  performance  requires  only  that  collapse  of  the  structure 
be  prevented  in  order  to  prevent  possible  loss  of  life.  Damage  may  be  unrepair¬ 
able  and  permanent  post-earthquake  deformations  unacceptable.  The  collapse 
prevention  level  of  performance  should  be  permitted  only  for  extreme  MCE 
events,  and  only  where  it  is  feasible  to  replace  the  damaged  structure  without  a 
risk  to  life  from  near-term  potential  flood  and  earthquake  hazard  events. 


1.7  Performance  Goals 

Both  strength  and  serviceability  should  be  considered  in  the  design  and 
evaluation  of  any  structure.  For  retaining  wall  structures  subject  to  earthquake 
loading,  the  capacity  to  prevent  collapse  and  the  impact  permanent  post¬ 
earthquake  displacements  have  on  performance  need  to  be  investigated.  For 
retaining  wall  structures,  the  consequences  of  inadequate  strength  can  be  failure 
by  shear,  sliding  shear,  flexure,  and  bond  due  to  inadequate  splice  or  develop¬ 
ment  lengths.  Critical  and  normal  structures  are  defined  in  Appendix  FI  of  EC 
1 110-2-6058  (F1QUSACE  2003a).  For  critical  structures,  failure  to  provide  ade¬ 
quate  strength  can  result  in  loss  of  life  and  severe  economic  loss.  For  normal  (i.e., 
noncritical)  structures,  failure  may  result  in  severe  economic  loss.  Permanent 
post-earthquake  displacements  if  large  enough  can  impair  flood  protection  and 
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the  serviceability  and  operability  of  structures  and  equipment  founded  on  the  soil 
supported  by  the  retaining  wall  structure. 

The  general  performance  goals  for  concrete  hydraulic  structures  are  demon¬ 
strated  through  the  use  of  idealized  force  displacement  curves  (Figures  1.7 
through  1.9).  These  curves  represent  ductile,  limited-ductile,  and  brittle  behavior. 
It  must  be  remembered  that  information  on  both  force  and  displacement  demands 
is  needed  to  properly  assess  the  performance  of  structures  that  are  ductile. 
Changes  in  stiffness  that  occur  with  the  onset  of  yielding  will  influence  both 
force  and  displacement  demands.  Pseudostatic  methods  are  unable  to  account  for 
this  and  therefore  have  their  limitations  with  respect  to  the  performance  evalua¬ 
tion  of  ductile  systems. 


1.7.1  Ductile  behavior 


Figure  1.7  Idealized  ductile  behavior  curve  (after  Federal  Emergency 
Management  Agency  (FEMA)  356  (2000)) 


It  is  characterized  by  an  elastic  range  (point  0  to  point  1  on  the  curve),  fol¬ 
lowed  by  a  plastic  range  (points  1  to  3)  that  may  include  strain  hardening  or  sof¬ 
tening  (points  1  to  2),  and  a  strength-degraded  range  (points  2  to  3)  in  which 
some  residual  strength  is  still  available  before  collapse  occurs.  Because  shear  and 
bond  generally  exhibit  brittle  behavior,  these  failure  modes  must  be  suppressed  if 
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ductile  behavior  as  illustrated  by  Figure  1.7  is  to  be  achieved.  Retaining  walls 
may  exhibit  ductile  behavior  in  flexure;  however,  stress-based  methods  of  analy¬ 
sis  rather  than  pseudostatic  methods  may  be  required  to  determine  if  displace¬ 
ment  demands  are  within  acceptable  limits.  Retaining  walls  that  are  evaluated  by 
only  simplified  pseudostatic  methods  should  have  collapse  prevention  (CP)  per¬ 
formance  and  damage  control  (DC)  performance  in  the  linear  elastic  range  as 
illustrated  in  Figure  1.7.  Retaining  wall  structures  when  analyzed  by  stress-based 
methods  may  perform  in  the  nonlinear  range.  Those  classified  as  “critical”  when 
subjected  to  MDE  ground  motion  demands  should  have  sufficient  strength  to 
assure  CP  performance  will  be  within  the  inelastic  region  where  strength 
increases  with  an  increase  in  strain  (strain  hardening  region).  Those  classified  as 
“normal”  when  subjected  to  MDE  ground  motion  demands  should  have  sufficient 
strength  to  assure  DC  performance  will  be,  say,  within  the  middle  one -third  ine¬ 
lastic  region  where  strength  increases  with  an  increase  in  strain  and  some  reserve 
capacity  is  maintained  for  the  design  ground  motion.  The  line  between  points  1 
and  2  represents  this  inelastic  region.  Designers  of  new  reinforced  concrete 
structures  should  establish  a  hierarchy  in  the  formation  of  failure  mechanisms  by 
allowing  flexural  yielding  to  occur  while  at  the  same  time  suppressing  shear  and 
other  brittle  or  semi-ductile  failure  mechanisms.  Such  a  design  produces  ductile 
behavior.  Reinforced  concrete  retaining  walls  designed  by  older  codes  may  not 
provide  adequate  rebar  splice  and  development  lengths  or  the  proper  details  to 
assure  ductile  behavior.  For  older  (existing)  retaining  wall  structures  it  is  neces¬ 
sary  to  evaluate  all  failure  mechanisms  to  determine  what  type  of  overall  struc¬ 
tural  behavior  can  be  achieved.  This  process  is  similar  to  that  for  intake  towers  as 
described  in  EC  1 110-2-285.  An  historical  perspective  on  Corps  reinforced  con¬ 
crete  design  practices  is  provided  in  Appendix  A.  Guidance  with  respect  to  the 
seismic  evaluation  of  older  retaining  wall  structures  is  proposed  in  Appendix  B. 


1.7.2  Limited-ductile  behavior 

Limited-ductile  behavior  (Figure  1.8)  is  characterized  by  an  elastic  range  and 
plastic  range  that  may  include  strain  hardening  or  softening,  followed  by  a  com¬ 
plete  loss  of  strength. 

Older  reinforced  concrete  retaining  walls  may  exhibit  this  type  of  behavior 
although  the  plastic  range  may  be  limited.  Limited  ductile  structures  when  sub¬ 
jected  to  MDE  ground  motion  demands  should  have  sufficient  strength  to  assure 
performance  will  be  within  the  middle  one-third  of  the  inelastic  region  where 
strength  increases  with  an  increase  in  strain  (strain  hardening  region).  As  stated 
previously,  when  only  simplified  pseudostatic  methods  of  analysis  are  used,  per¬ 
formance  should  remain  in  the  elastic  range. 


1.7.3  Brittle  behavior 

Brittle  (nonductile  behavior)  is  characterized  by  an  elastic  range  followed  by 
a  rapid  and  complete  loss  of  strength  (see  Figure  1.9). 

Certain  failures  such  as  reinforcing  steel  splice  failures  and  anchorage  fail¬ 
ures  exhibit  this  type  of  behavior  under  earthquake  loading  conditions.  Sudden 


Chapter  1  Introduction 


13 


failure  can  occur  because  the  concrete  is  not  adequately  confined  to  prevent 
spalling,  which  in  turn  leads  to  a  rapid  loss  of  bond  strength  and  to  splice  and 
anchorage  failures  during  earthquake-induced  load  reversals.  Performance  should 
be  within  the  elastic  range  for  brittle  failure  mechanisms. 


Figure  1 .8  Idealized  limited-ductile  behavior  curve  (after  FEMA  356  (2000)) 


1.8  Strength  Design  Requirements 

Strength  design  for  retaining  walls  subjected  to  earthquake  ground  motions  is 
achieved  by  reducing  the  probability  of  collapse  to  an  acceptable  level.  This  is 
accomplished  by  selecting  an  appropriate  design  basis  earthquake  event  to  be 
used  in  combination  with  specific  design  and  evaluation  procedures  that  assure 
the  structure  will  perform  as  intended.  To  meet  this  objective  the  design  should, 
as  a  minimum,  provide  strength  equal  to  or  greater  than  that  due  to  static  earth 
pressure  demands  in  combination  with  peak  dynamic  earth  pressure  demands. 

The  design  basis  earthquake  event  used  for  strength  evaluation  is  the  MDE. 

The  following  loading  combination  establishes  the  ultimate  strength 
requirement  for  reinforced  concrete  retaining  wall  structures.  The  loading  combi¬ 
nation  represents  the  total  demand  (dead  load  +  live  load  +  earthquake)  for  which 
the  retaining  wall  must  be  designed  or  evaluated. 


Qdc  ~  Qd  +  Ql  i  Qmde 


(1-3) 
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Displacement 

DC  -  Damage  Control 


Figure  1.9  Idealized  brittle  behavior  curve  (after  FEMA  356  (2000)) 
where 

Qoc  =  combined  action  due  to  MDE  loads,  dead  load,  and  live  load  for  use 
in  evaluating  performance 

Qo  =  dead  load  effect 

Qr  =  live  load  effect 

Qmde  =  earthquake  load  effect  from  MDE  earthquake  ground  motions. 

Equation  1.3  has  a  load  factor  of  one  for  dead  load,  live  load,  and  earthquake 
load  effects  to  facilitate  a  performance-based  approach  that  directly  compares 
earthquake  demand  with  structure  capacity.  This  is  in  accordance  with  the  FEMA 
356  (2000)  performance-based  approach. 
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2  Estimating  Earthquake 
Ground  Motion  Demands 


2.1  Specification  of  Earthquake  Ground  Motions 

The  earthquake  ground  motions  for  design  and  evaluation  of  structures  are 
generally  characterized  in  terms  of  response  spectra  and  acceleration  time- 
histories.  Information  on  response  spectra  can  be  found  in  EM  1 110-2-6050 
(HQUSACE  1999).  Information  on  time-histories  and  time-history  analysis  can 
be  found  in  EM  1 110-2-6051  (HQUSACE  2003d).  ER  1 110-2-1806  (HQUSACE 
1995)  provides  regulatory  guidance  and  direction  for  the  seismic  design  and 
evaluation  of  all  civil  works  projects.  As  indicated  in  ER  1 110-2-1806,  seismic 
analysis  should  be  performed  in  phases  in  order  of  increasing  complexity.  A  pro¬ 
gressive  seismic  approach  is  discussed  in  Chapter  3. 

The  pseudostatic  method  of  analysis  used  in  the  seismic  design  and  evalua¬ 
tion  of  retaining  walls  requires  only  that  an  estimate  be  made  of  the  peak  ground 
acceleration  (PGA)  associated  with  the  MDE1.  However,  the  flexible  cantilever 
wall  procedure  described  in  Veletsos  and  Younan  (1997)  requires  that  an  esti¬ 
mate  be  made  of  potential  amplification  of  ground  motion  effects  with  respect  to 
both  force  and  displacement.  Whether  analyses  are  performed  by  pseudostatic  or 
stress-based  methods,  it  is  always  best  to  construct  a  standard  response  spectrum 
representing  the  MDE  for  the  project  site,  especially  in  high  seismic  areas.  This 
will  provide  a  better  understanding,  once  the  system  period  is  determined,  of  the 
potential  for  amplification  of  the  force  and  displacement  response. 


2.1.1  Using  response  spectra  for  earthquake  design  and  analysis 

In  earthquake  design  and  analysis  the  spectral  acceleration  values  defined  by 
response  spectra  represent  the  peak  acceleration  response  of  each  of  a  series  of 
SDOF  systems  to  a  time-history  of  recorded  ground  motions.  Information  on 
response  spectra  can  be  found  in  Ebeling  (1992).  Earthquake  response  spectra 
can  be  site  specific  or  standard  (nonsite  specific).  Standard  response  spectra  are 
developed  using  spectral  shapes  based  on  an  accumulation  of  data  at  sites  of 
similar  subsurface  characteristics  subjected  to  numerous  and  different  earthquake 


1  ER  1 1 10-2-1806  also  requires  a  second  analysis  for  the  OBE.  Performance  of  the 
retaining  structure  during  an  OBE  event  requires  no  damage  or  easily  repairable  damage. 
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events.  These  standard  spectral  shapes  are  often  defined  in  amplitude  using 
effective  peak  ground  accelerations  or  spectral  accelerations  taken  from  seismic 
zoning  maps  developed  by  ground  motion  experts  and  others.  Although  a 
response  spectrum  represents  the  maximum  response  of  SDOF  systems,  the 
response  of  MDOF  systems  can  also  be  evaluated  by  the  response  spectrum 
analysis  method.  This  is  because  the  earthquake  response  of  any  linear  MDOF 
system  can  be  obtained  by  combining  responses  of  several  SDOF  systems,  each 
of  which  represents  a  mode  of  vibration  of  the  MDOF  system.  The  dynamics  of 
MDOF  systems  is  described  in  French,  Ebeling,  and  Strom  (1994)  and  in  EM 
1 1 1 0-2-6050  (HQUSACE  1 999). 


2.1.2  Standard  response  spectra 

Guidance  is  provided  in  FEMA  356  (2000)  for  constructing  standard  accel¬ 
eration  response  spectra.  FEMA  356  (2000)  uses  the  latest  national  earthquake 
hazard  maps  developed  by  the  United  States  Geological  Survey  (USGS).  The 
USGS  hazard  maps  are  developed  for  ground  motions  with  the  following: 

•  10  percent  chance  of  exceedance  in  50  years  (475-year  return  period). 

•  5  percent  chance  of  exceedance  in  50  years  (950-year  return  period). 

•  2  percent  chance  of  exceedance  in  50  years  (2,475-year  return  period). 

FEMA  356  (2000)  also  provides  methods  for  estimating  earthquake  hazards 
for  return  periods  other  than  those  covered  by  the  USGS  maps. 

The  FEMA  356  (2000)  guidance  therefore  provides  one  type  of  methodology 
that  may  be  used  for  developing  standard  acceleration  response  spectra  and 
effective  peak  ground  accelerations  for  use  in  the  seismic  design  and  evaluation 
of  the  various  structural  features  of  USAGE  projects  in  accordance  with  ER 
1 110-2-1806  (F1QUSACE  1995).  The  standard  response  spectra  development 
process  is  illustrated  in  Appendix  C.  Standard  response  spectra  can  be  used  as  a 
starting  point  for  performing  seismic  designs  and  evaluations,  and,  if  needed,  for 
determining  dynamic  analysis  requirements  for  more  refined  analysis. 


2.1.3  Site-specific  response  spectra 

Earthquake  ground  motions  are  dependent  on  tectonic  source  conditions, 
source-to-site  transmission  path  properties,  and  site  conditions.  The  source  con¬ 
ditions  include  stress  conditions,  source  depth,  size  of  rupture  area,  amount  of 
rupture  displacement,  rise  time,  style  of  faulting,  and  rupture  directivity.  The 
transmission  path  properties  include  the  crustal  structure  and  shear- wave  velocity 
and  damping  characteristics  of  the  crustal  rock.  The  site  conditions  include  the 
rock  properties  beneath  the  site  to  depths  up  to  2  km,  the  local  soil  conditions  at 
the  site  up  to  100  m  or  more  in  depth,  and  the  topography  of  the  site.  All  these 
factors  are  considered  in  detail  in  a  site-specific  ground  motion  study,  rather  than 
in  a  general  fashion  as  occurs  in  the  standard  response  spectra  methodology. 
Also,  due  to  regional  differences  in  some  of  the  factors  affecting  earthquake 
ground  motions,  different  attenuation  relationships  exist.  There  are  two  basic 
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approaches  to  developing  site-specific  response  spectra:  the  deterministic 
approach  and  the  probabilistic  approach.  In  the  deterministic  approach,  typically 
one  or  more  earthquakes  are  specified  by  magnitude  and  location  with  respect  to 
a  site.  Usually,  the  earthquake  is  taken  as  the  MCE,  and  assumed  to  occur  on  the 
portion  of  the  source  closest  to  the  site.  The  site  ground  motions  are  then  esti¬ 
mated  deterministically,  given  the  magnitude  and  source-to-site  distance.  In  the 
probabilistic  approach,  site  ground  motions  are  estimated  for  selected  values  of 
probability  of  ground  motion  exceedance  in  a  design  time  period  or  for  selected 
values  of  the  annual  frequency  or  return  period  of  ground  motion  exceedance.  A 
probabilistic  ground  motion  assessment  incorporates  the  frequency  of  occurrence 
of  earthquakes  of  different  magnitudes  on  the  various  seismic  sources,  the 
uncertainty  of  the  earthquake  locations  on  the  various  sources,  and  the  ground 
motion  attenuation  including  its  uncertainty.  Guidance  for  developing  site- 
specific  response  spectra  and  for  using  both  the  deterministic  approach  and  the 
probabilistic  approach  can  be  found  in  EM  1 1 10-2-6050  (HQUSACE  1999). 


2.2  Earthquake  Demands  on  Inelastic  Systems 

The  inelastic  response  of  a  structure  subjected  to  earthquake  ground  motion 
is  often  different  from  the  elastic  response.  The  difference  occurs  because  the 
vibrational  characteristics  of  the  structure  change  as  the  structure  yields  and 
because  damping  increases  with  inelastic  action.  The  predominant  change  is  a 
shift  in  the  fundamental  period  of  vibration.  In  most  cases,  a  reduction  in  earth¬ 
quake  demand  occurs  as  the  period  of  the  structure  lengthens.  However,  amplifi¬ 
cation  of  earthquake  demands  may  take  place  in  short-period  structures  such  as 
retaining  walls. 

In  Figure  2. 1,  a  capacity  spectrum  is  used  to  illustrate  the  changes  that  occur 
when  a  system  performs  nonlinearly. 

The  earthquake  demand  is  represented  by  USGS  standard  spectra.  The 
structure  capacity  is  represented  by  an  ideal  elasto-plastic  response  curve.  The 
idealized  elasto-plastic  capacity  curve  assumes  that  after  first  yield  the  load 
capacity  of  the  structural  system  remains  the  same  (i.e.,  no  strain  hardening).  The 
Figure  2.1  capacity  curve  also  assumes  a  single  plastic  hinge,  as  would  be 
expected  with  cantilever  structures  such  as  bridge  piers  and  retaining  walls. 
Although  used  to  illustrate  inelastic  response,  in  practice  the  load-displacement 
capacity  curve  must  be  converted  to  spectral  acceleration  and  displacements  for 
direct  comparison  with  the  demand  curve  represented  by  the  design  response 
spectrum.  Additional  information  on  the  capacity  spectrum  method  (CSM)  is 
provided  in  Chapter  4.  In  Figure  2.1,  earthquake  demands  for  the  standard 
response  spectrum  curve  are  reconciled  with  the  ideal  elasto-plastic 
load/displacement  capacity  curve  with  the  intersection  of  the  two  curves  repre¬ 
senting  the  point  where  capacity  and  demand  are  equal.  The  elasto-plastic  capac¬ 
ity  curve  represents  a  ductile  structure.  The  CSM  information  is  condensed  into  a 
single  diagram  with  spectral  acceleration  on  the  ordinate,  spectral  displacement 
on  the  abscissa,  and  lines  of  constant  period  radiating  from  the  origin. 
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Figure  2.1  Idealized  example  of  earthquake  demands  on  inelastic  structures 


It  can  be  seen  that  the  earthquake  force  demands  on  the  elasto-plastic  system 
with  an  initial  period  of  0.5  sec  and  a  displacement  ductility  capacity  pA  equal  to 
2.0  can  be  substantially  less  than  that  which  the  system  would  experience  if  it 
remained  elastic.  The  spectral  acceleration  for  the  elastic  system  is  0.87g,  while 
that  for  the  elasto-plastic  system  is  0.55g.  The  associated  force  reduction  factor  R 
would  be  equal  to  FE  4  FY,  or  0.87g  4  0.55g  =  1 .58,  where  FE  and  FY  are  the 
forces  for  elastic  and  yield  responses,  respectively. 

For  the  elasto-plastic  system  shown,  assuming  damping  with  nonlinear 
response  increases  from  5  to  1 0  percent,  collapse  prevention  would  be  prevented 
if  the  system  has  a  displacement  ductility  capacity  of  two  or  more  (displacement 
capacity  equal  to  or  greater  than  displacement  demand).  A  shorter  period  system 
with  the  same  yield  capacity  and  ductility  would  likely  fail.  A  longer  period  sys¬ 
tem  with  less  displacement  ductility  capacity  would  likely  meet  performance 
objectives. 

Earthquake-induced  structural  displacements  are  the  primary  cause  of  dam¬ 
age  to  structural  systems.  Veletsos  and  Newmark  (1960)  were  early  pioneers  in 
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the  effort  to  use  earthquake-induced  displacements  as  a  direct  means  for  assess¬ 
ing  structural  performance.  This  approach  will  be  described  later  with  respect  to 
the  performance  evaluation  of  retaining  wall  systems.  Often  structural  deforma¬ 
tions  and  their  contribution  to  damage  are  represented  indirectly  through  dis¬ 
placement  ductility  demand  to  displacement  ductility  capacity  evaluations,  as 
outlined  by  Moehle  (1992).  In  other  instances  simple  techniques  are  used  for 
estimating  the  earthquake  force  demands  on  ductile  inelastic  systems.  As 
described  in  Paulay  and  Priestley  (1992)  a  potential  force  reduction  R  associated 
with  a  given  level  of  displacement  ductility  capacity  p  can  be  determined.  The 
force  reduction  technique  is  described  in  the  following  paragraphs  and  applicable 
to  longer  period  structural  systems  (flexible  systems).  The  force  reduction  tech¬ 
nique  is  based  on  the  following  system  responses: 

•  Equal  acceleration  response. 

•  Equal  energy  response. 

•  Equal  displacement  response. 

Structures  exhibiting  an  equal  acceleration  response  or  structures  with  a 
period  of  vibration  between  zero  and  0.75  Tm  where  Ta  is  characteristic  ground 
motion  period  (period  corresponding  to  the  peak  acceleration  response),  gain 
little  in  the  way  of  force  reduction  benefits  from  system  ductility1.  In  fact  the 
period  shift  (period  lengthening)  that  occurs  with  a  stiffness  reduction  attributed 
to  nonlinear  response  will  often  increase  force  demands.  Since  many  of  the 
retaining  wall  systems  will  exhibit  an  equal  acceleration  type  response,  they  will 
be  evaluated  using  earthquake-induced  displacements  as  a  direct  measure  of 
structural  performance. 

Structures  with  periods  of  vibration  greater  than  0.75  Tm  however,  will  bene¬ 
fit  from  force  reductions  attributable  to  structure  displacement  ductility.  The 
inelastic  response  of  structures  with  fundamental  periods  of  vibrations  between 
0.75  Ta  and  1.5  T„  can  be  estimated  using  equal  energy  response  principles.  The 
inelastic  response  of  structures  with  fundamental  periods  of  vibration  greater  than 
1.5  T0  can  be  estimated  using  equal  displacement  response  principles. 

The  transition  points  delineating  the  three  different  responses  were  proposed 
by  Paulay  and  Priestley  (1992).  The  transition  points  are  illustrated  in  Figure  2.2 
with  respect  to  an  arithmetic  plot  of  a  typical  USGS  standard  spectrum.  Points 
are  illustrated  in  Figure  2.3  with  respect  to  a  tripartite  plot  indicating  ranges  that 
are  acceleration,  displacement,  and  velocity  sensitive.  In  a  tripartite  plot,  accel¬ 
eration,  velocity,  and  displacement  information  can  be  shown  on  a  single  loga¬ 
rithmic  graph.  The  Figure  2.3  tripartite  plot  is  in  terms  of  period.  In  other 
instances  the  tripartite  plot  will  be  in  terms  of  frequency.  The  points  on  the 
arithmetic  and  tripartite  plots  are  indications  of  the  following: 

ED  Indicates  the  PGA  at  a  period  of  zero  seconds,  and  is  the  beginning  of  the 
acceleration-sensitive  range. 

0  Indicates  the  beginning  of  the  constant  acceleration  range. 


1  An  assessment  of  Ta  is  part  of  the  design  ground  motions  assessment  for  Corps  projects. 
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DO  Indicates  the  beginning  of  the  velocity-sensitive  range  and  the  character¬ 
istic  ground  motion  period  Ta. 


jj  Indicates  the  beginning  of  the  displacement-sensitive  range. 

The  equal  acceleration  response,  equal  energy  response,  and  equal  displace¬ 
ment  response  are  considered  to  occur  within  these  indicated  ranges  as  shown  in 
Figure  2.2. 


0  0.5  1.0  1.5  2.0 

Period  -  T  (Seconds) 


Figure  2.2  Standard  acceleration  response  spectrum  (arithmetic  plot)  illustrating 
limits  of  equal  acceleration,  equal  energy,  and  equal  displacement 
response 


A  complete  discussion  on  the  following  equations  describing  the  relationship 
between  displacement  ductility  and  force  reduction  can  be  found  in  Verma  and 
Priestley  (1994). 


Chapter  2  Estimating  Earthquake  Ground  Motion  Demands 


21 


Figure  2.3  Standard  acceleration  response  spectrum  (tripartite  plot)  indicating 
acceleration-,  velocity-,  and  displacement-sensitive  ranges 


2.2.1  Equal  acceleration  response 

Rigid  structures,  with  a  period  of  vibration  T  equal  to  zero,  will  exhibit  an 
equal  acceleration  response.  In  this  case  acceleration  is  conserved  regardless  of 
any  ductile  properties  attributed  to  the  structure.  The  ascending  ramp  of  demand 
(i.e.,  spectral  acceleration  SA  versus  period  T),  illustrated  in  Figure  2.2,  represents 
the  region  where  an  equal  energy  response  takes  place.  Figure  2.4  suggests  that  a 
system  that  yields  will  fail  under  an  equal  acceleration  response.  This  happens 
because  the  period  shift  (period  lengthening)  that  occurs  with  inelastic  action 
(and  its  associated  stiffness  reduction)  will  significantly  increase  force  demands. 

As  previously  indicated,  many  retaining  wall  systems  will  exhibit  an  equal 
acceleration  type  response.  For  this  reason  they  will  be  evaluated  instead  using 
earthquake-induced  displacements  as  a  direct  measure  of  structural  performance. 


2.2.2  Equal  energy  response 

Structural  systems  with  fundamental  periods  of  vibration  between  0.75  Ta 
and  1.5  T  will  exhibit  an  equal  energy  response.  Characteristic  ground  motion 
periods  Ta  generally  vary  between  0.2  and  0.7  sec  depending  on  site  conditions, 
with  firm  sites  having  shorter  characteristic  periods  than  soft  sites.  If  inelastic 
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behavior  takes  place,  the  system  must  have  sufficient  displacement  ductility  to 
provide  the  reserve  inelastic  energy  needed  to  resist  earthquake  ground  motion 
demands.  The  equal  energy  response  concept  is  presented  in  Figure  2.5. 


Displacement 

Figure  2.4  Equal  acceleration  response 

For  a  given  displacement  ductility  pA  the  inelastic  (yield)  capacity  Fy  must  be 
sufficient  to  produce  an  equal  energy  response.  By  equating  the  energy  for  a  lin¬ 
ear  elastic  response  to  that  for  an  inelastic  response  (hatched  area  under  the 
nonlinear  portion  of  the  load  displacement  curve  equal  to  the  hatched  area  under 
the  linear  elastic  curve),  it  can  be  seen  that  the  yield  capacity  of  the  system  Fv 
must  be  equal  to  or  greater  than  the  capacity  required  of  the  system  if  it  were  to 
remain  elastic  FE  divided  by  ^2 juA  -1  ,  or 


Fr  = 


Fe 


(2.1) 


The  denominator  of  Equation  2.1  can  be  obtained  by  equating  the  two  cross- 
hatched  areas  in  Figure  2.5. 
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Figure  2.5  Equal  energy  response 


2.2.3  Equal  displacement  response 

Systems  with  fundamental  periods  of  vibration  greater  than  1 .5  Ta  will 
exhibit  an  equal  displacement  response.  An  equal  displacement  response  means 
that  to  perform  as  intended,  the  displacement  ductility  capacity  must  be  sufficient 
to  provide  a  system  displacement  capacity  equal  to,  or  greater  than,  the  peak  dis¬ 
placement  the  system  will  experience  during  the  design  earthquake.  The  equal 
displacement  response  concept  is  presented  in  Figure  2.6. 

From  Figure  2.6  it  can  be  determined  that  the  yield  capacity  of  the  system  FY 
must  be  equal  to  or  greater  than  the  capacity  required  of  the  system  if  it  were  to 
remain  elastic  FE  divided  by  pA,  or 

(2.2) 

Ma 
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Force 


Displacement 


Figure  2.6  Equal  displacement  response 


2.2.4  General  relationship  between  required  yield  strength  FY  and 
elastic  demand  FE 

A  general  relationship  has  been  developed  (Paulay  and  Priestley  1992; 
Verma  and  Priestley  1994)  for  relating  required  yield  strength  to  elastic  demand. 
This  relationship  is  dependent  on  the  characteristic  ground  motion  period  Ta  and 
provides  a  smooth  transition  from  an  equal  acceleration  response  ( FE/FY  =  1 
regardless  of  pA)  at  T=  0,  through  the  equal  energy  approximation 
(  Ff  / Fy  =  ^2/4  -1 )  at  about  T=  0.75  T„,  to  the  equal  displacement  approxima¬ 
tion  (  Fr  /  F  y  -  jLiA  )  for  T>  1.5  Ta.  Letting  R  represent  the  FE/FY  ratio  gives  the 
relationship  for  the  smooth  transition: 


R  =  1  + 


K-l  )T 
1-5  T0 


(2.3) 
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Using  Equation  2.3,  for  a  known  level  of  displacement  ductility  pA  and  a 
given  elastic  earthquake  demand  FE,  the  required  yield  capacity  of  a  system  FY 
can  be  determined.  Equation  2.3  can  be  rewritten  in  terms  of  displacement  duc¬ 
tility  pA,  and  solved  for  the  displacement  ductility  required  to  produce  a  given 
force  reduction  R. 


Ma  = 


l-5T0{R) 

T 


1-5T0 

T 


+  1 


(2.4) 


The  required  displacement  ductility  capacity  of  a  system  required  to  achieve 
a  force  reduction  ratio  of  two  (yield  capacity  50  percent  of  force  an  elastic  struc¬ 
ture  would  experience)  has  been  calculated  using  Equation  2.4  and  presented  in 
Table  2.1.  The  calculations  used  to  develop  Table  2.1  assume  a  characteristic 
ground  motion  period  Ta  of  0.467  sec  (1.5  T0  =  0.70  sec).  As  indicated  earlier, 
characteristic  ground  motion  periods  vary  between  0.2  and  0.7  sec  depending  on 
site  conditions,  with  firm  sites  having  shorter  characteristic  periods  than  soft 
sites.  Changes  in  site  conditions  (i.e.,  characteristic  ground  motion  period)  will 
change  the  values  in  Table  2.1. 


Table  2.1 

Displacement  Ductility  Required  for  a  Force  Reduction  Factor  of 
Two 


Structure  Period  T,  sec 


0.10 

0.20 

0.30 

0.40 

0.50 

0.60 

0.70 

0.80 

8.0 

4.5 

3.3 

2.8 

2.4 

2.2 

2.0 

2.0 

Retaining  walls  encountered  in  practice  will  generally  possess  low  to  moder¬ 
ate  displacement  ductility  capacity  (in  the  range  of  pA=  2  to  4).  With  pA  equal  to 
3  it  can  be  seen  from  Table  2. 1  that  a  force  reduction  factor  of  2  can  be  achieved 
only  for  soil-wall  systems  with  periods  of  vibration  of  0.40  sec  or  greater.  Pre¬ 
liminary  research  by  Veletsos  and  Younan  (1997)  indicates  the  period  of  vibra¬ 
tion  for  soil-cantilever  wall  systems  that  are  encountered  in  practice  may  be 
within  the  range  0.04  and  0.80  sec.  Therefore  based  on  Table  2. 1  results,  many 
retaining  wall  systems  will  not  see  significant  force  reduction  benefits  from  sys¬ 
tem  ductility.  This  suggests  that  retaining  wall  systems  should  be  evaluated  using 
earthquake-induced  displacements  (rather  than  displacement  ductility)  as  an  indi¬ 
cator  of  structural  performance.  Performance  would  then  be  assessed  by  com¬ 
paring  earthquake-induced  displacements  (displacement  demands)  to  retaining 
wall  displacement  capacity. 
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Chapter  2 


Estimating  Earthquake  Ground  Motion  Demands 


3  Methods  of  Seismic 
Analysis  and  Structural 
Modeling 


3.1  Progressive  Analysis 

The  evaluation  of  structures  and  structural  systems  for  earthquake  ground 
motions  should  be  performed  in  phases  in  order  of  increasing  complexity  pro¬ 
gressing  from  simple  pseudostatic  and  equivalent  lateral  force  methods,  to  linear 
elastic  response  spectrum  and  time-history  analysis,  and  to  nonlinear  methods  if 
necessary.  The  following  paragraphs  describe  the  various  analytical  methods 
used  to  assess  earthquake  ground  motion  effects  beginning  with  the  simplest 
method  and  progressing  to  the  more  complex  methods.  In  each  analysis  proce¬ 
dure  idealized  models  of  structural  systems  are  used  to  estimate  the  dynamic 
response  of  these  systems  to  earthquake  ground  motions. 


3.2  Methods  of  Analysis 

3.2.1  Pseudostatic  (i.e.,  seismic  coefficient)  method 

Pseudostatic  or  traditional  seismic  coefficient  methods  of  analysis  are  often 
used  to  evaluate  seismic  stability.  In  the  pseudostatic  method  the  inertial  force 
acting  on  the  structure  is  computed  as  the  product  of  the  total  mass  (structure 
mass  plus  any  added  mass  used  to  represent  hydrodynamic  effects  and  dynamic 
soil  pressure  effects)  times  a  seismic  coefficient.  For  retaining  wall  systems  the 
structural  mass  also  includes  the  soil  mass  contained  in  a  wedge  bounded  on  one 
side  by  the  stem  wall  and  on  the  other  side  by  a  vertical  plane  extending  from  the 
heel  of  the  base  slab  to  the  ground  surface.  The  magnitude  of  the  seismic  coeffi¬ 
cient  is  often  assumed  to  be  equal  to,  or  some  fraction  of,  the  peak  ground  accel¬ 
eration  expressed  as  a  decimal  fraction  of  the  acceleration  of  gravity.  For  flexible 
systems  the  seismic  coefficient  method  fails  to  account  for  the  true  dynamic 
characteristics  of  the  structural  system.  The  method,  however,  can  give  reason¬ 
able  results  when  the  system  acts  primarily  as  a  rigid  body.  An  example  would  be 
for  the  sliding  response  of  a  gravity  dam  as  illustrated  in  Figure  3.1.  The  pseu¬ 
dostatic  method  is  commonly  used  to  assess  the  sliding  response  of  gravity  dams 
(EC  1 110-2-6058  (HQUSACE  2003a);  Zhang  and  Chopra  1991).  The 
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pseudostatic  method  is  also  used  to  assess  the  sliding  response  of  retaining  wall 
systems  (Ebeling  and  White,  in  preparation). 


Figure  3.1  Gravity  dam  sliding  on  foundation 


Approximate  pseudostatic  methods  have  been  developed  for  evaluating  the 
sliding  response  of  gravity  dams  that  are  considered  to  be  flexible  (Zhang  and 
Chopra  1991).  In  this  approximate  procedure  the  gravity  dam  is  treated  as  rigid. 
Its  sliding  response  is  analyzed  with  respect  to  a  base  acceleration  representing 
the  average  peak  acceleration  a  flexible  dam  would  experience  under  conditions 
where  no  base  sliding  takes  place.  This  average  acceleration  response  method  has 
also  been  applied  to  the  sliding  response  evaluation  of  retaining  walls  (Ebeling 
and  White,  in  preparation). 


3.2.2  Equivalent  lateral  force  method 

The  equivalent  lateral  force  (ELF)  method  is  commonly  used  for  the  seismic 
design  of  flexible  systems  such  as  buildings.  Procedures  have  also  been  devel¬ 
oped  for  use  in  the  preliminary  seismic  analysis  of  gravity  dams  (Fenves  and 
Chopra  1986)  and  for  intake  towers  (EM  1 110-2-2400  (HQUSACE  2003c)).  In 
most  cases,  the  fundamental  mode  of  vibration  (first  mode)  will  contribute 
80  percent  or  more  of  the  total  seismic  response.  Therefore,  if  the  period  of 
vibration  of  the  first  mode  and  the  general  deflected  shape  for  the  first  mode  are 
known,  a  set  of  inertial  forces  (equivalent  lateral  loads)  can  be  developed  for  use 
in  a  seismic  design  or  evaluation.  In  general  the  steps  of  an  ELF  analysis  are  as 
follows: 
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•  Estimate  the  period  of  vibration  of  the  first  mode.  This  can  be  done  using 
a  general  formula  developed  for  the  particular  structure  under  considera¬ 
tion  based  on  what  is  known  about  the  stiffness  of  the  structure- founda¬ 
tion  system  K  and  the  total  system  mass  (structure  mass  +  hydrodynamic 
mass  +  some  “effective”  soil  mass).  The  formula  will  be  of  the  general 
form: 


T  =  2n 


where  Mis  the  system  mass  and  K  is  the  system  stiffness. 

•  Determine  the  spectral  acceleration  Sj  for  an  equivalent  SDOF  system. 
This  can  be  done  using  the  period  of  vibration  determined  previously  in 
combination  with  a  standard  or  site-specific  acceleration  response  spec¬ 
trum.  In  some  cases,  as  for  buildings,  the  spectral  acceleration  will  be 
represented  by  a  standard  spectrum  in  equation  form  as  part  of  a  base 
shear  formula. 

•  Determine  the  total  inertial  force  and  force  distribution  on  the  structural 
system.  This  is  accomplished  using  standard  modal  analysis  techniques. 

Once  all  the  inertial  forces  have  been  determined,  the  analysis  will  proceed  in 
the  same  fashion  as  any  static  analysis.  Because  the  dynamic  characteristics  of 
flexible  structural  systems  are  considered  when  determining  earthquake  demands 
and  when  distributing  inertial  forces  to  the  structural  system,  the  ELF  method  is 
an  excellent  static  force  method.  The  ELF  method  is  part  of  the  Linear  Static 
Procedure  (LSP)  described  in  FEMA  356  (2000). 


3.2.3  Response  spectrum-modal  analysis  procedure 

In  the  response  spectrum-modal  analysis  procedure  the  peak  responses  of  lin¬ 
ear  elastic  structural  systems  to  earthquake  ground  motions  as  represented  by 
response  spectra  are  determined.  Several  modes  of  vibration  are  considered.  The 
number  of  modes  included  in  the  analysis  is  that  sufficient  to  capture  the  total 
response  of  the  system  to  earthquake  ground  motions.  This  typically  occurs  when 
the  total  mass  participation  of  the  modes  used  in  the  analysis  is  approximately 
90  percent  or  more  of  the  total  response.  Modal  analysis  is  always  performed 
using  computer  software  capable  of  determining  the  periods  of  vibration  and 
mode  shapes  for  all  contributing  modes.  Most  structural  analysis  programs  have 
this  capability,  and  for  many  reasons  this  type  of  analysis  is  preferred  over  the 
ELF  method  of  analysis.  Detailed  information  on  the  response  spectrum-modal 
analysis  procedure  can  be  found  in  EM  1 110-2-6050  (HQUSACE  1999).  The 
response  spectrum-modal  analysis  is  part  of  the  Linear  Dynamic  Procedure 
(LDP)  described  in  FEMA  356  (2000). 
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3.2.4  Time-history-modal  analysis  procedure 


This  procedure  is  similar  to  that  described  for  the  response  spectrum-modal 
analysis  procedure,  except  earthquake  demands  are  in  the  form  of  acceleration 
time-histories  rather  than  response  spectra  and  the  results  are  in  terms  of  a  stress 
(or  force)  history  or  a  displacement  history.  Peak  responses  must  be  extracted 
from  the  time-history  results.  Time-history-modal  analysis  procedures  generally 
provide  valuable  information  that  is  not  provided  by  the  response  spectrum- 
modal  analysis  procedure.  Especially  important  is  the  number  of  excursions 
beyond  acceptable  displacement.  As  with  the  response  spectrum-modal  analysis 
procedure,  the  analysis  is  limited  to  a  linear  elastic  response.  Detailed  informa¬ 
tion  on  the  time-history-modal  analysis  procedure  can  be  found  in  EM  1 110-2- 
6051  (HQUSACE  2003d).  The  time-history-modal  analysis  is  part  of  the  LDP. 


3.2.5  Time-history  -  direct  integration  procedure 

This  type  of  time-history  analysis  involves  the  direct  integration  of  the  equa¬ 
tions  of  motion,  and  therefore  is  the  most  sophisticated  method  available  for 
evaluating  the  response  of  structures  to  earthquake  ground  motions.  It  is  a  step- 
by-step  procedure  that  determines  stresses  (or  forces)  and  displacements  by 
summing  the  response  of  the  structure  during  very  short  time  increments.  Six 
numerical  step-by-step  procedures  used  in  computational  structural  dynamics  are 
described  in  Ebeling,  Green,  and  French  (1997).  Its  advantage  is  that  it  can  be 
used  in  nonlinear  analyses,  since  structure  properties  (including  nonlinear 
behavior)  can  be  modified  during  each  step  of  the  analysis  to  capture  damage 
propagation.  The  time-history-direct  integration  procedure  is  part  of  the  Nonlin¬ 
ear  Dynamic  Procedure  (NDP)  described  in  FEMA  356  (2000). 


3.3  Modeling  of  Structural  Systems 

3.3.1  Structural  system  models 

Structural  system  models  are  developed  much  in  the  same  manner  as  for 
static  analyses.  The  purpose,  however,  of  a  seismic  analysis  is  to  capture  the 
system  response  near  or  beyond  first  yield.  This  means  the  effective  stiffness  of 
the  system  will  be  less  than  that  used  for  static  analysis,  and  the  damping  will 
often  be  greater  than  that  used  for  an  elastic  structure.  In  addition  the  structural 
system  model  should  capture  the  influence  of  the  foundation  with  respect  to 
period  lengthening  effects  and  foundation  material  and  radiation  damping  effects. 
Various  types  of  structural  system  models  are  used.  The  model  may  be  a  rigid 
block,  a  frame  model  composed  of  beam  elements,  or  a  two-dimensional  or  three- 
dimensional  model  employing  finite  elements.  Beam  or  frame  elements  are 
commonly  used  to  model  free-standing  intake  towers.  Plane  and  three- 
dimensional  finite  elements  are  employed  for  navigation  locks  and  concrete 
dams.  Beam  element  models  have  a  distinct  advantage  in  the  dynamic  modeling 
of  reinforced  concrete  structures  since  the  earthquake  demands  are  expressed  in 
moments,  shears,  and  axial  loads.  These  are  the  quantities  needed  to  design 
reinforced  concrete  members  in  new  structures  or  to  evaluate  reinforced  concrete 
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members  in  existing  structures.  Two-  and  three-dimensional  finite  element 
models  are  generally  used  for  the  seismic  evaluation  of  gravity  lock  walls  and 
gravity  dams  and  other  plain  (unreinforced)  concrete  structures.  Two-  and  three- 
dimensional  finite  element  models  are  also  used  for  reinforced  concrete 
structures  whose  behavior  cannot  be  captured  by  beam  or  frame  elements.  Often 
structure-foundation  interaction  and  structure-water  interaction  effects  can  be 
accommodated  in  the  special  finite  element  models  developed  for  gravity  and 
arch  dam  evaluation.  Since  foundation  properties,  structural  properties,  and 
boundary  conditions  can  vary,  it  is  advisable  to  systematically  vary  parameters 
that  have  a  significant  effect  on  structure  response  until  the  final  results  envelop 
the  probable  responses  the  structure  could  experience  during  the  design 
earthquake. 


3.3.2  Effective  stiffness 

The  effective  stiffness  of  structural  systems  under  yield  conditions  can  be 
significantly  less  than  that  represented  by  gross  section  properties.  For  reinforced 
concrete  systems  the  effective  stiffness  should  be  calculated  and  used  in  response 
spectrum  and  time-history  analyses  to  assure  that  the  response  of  the  structure  to 
earthquake  ground  motions  is  reasonable.  For  retaining  wall  (soil-wall)  systems 
the  effective  stiffness  under  yield  conditions  is  unknown. 

To  obtain  a  best  estimate  of  force  and  displacement  demands  on  reinforced 
concrete  members,  the  cracked  section  (i.e.,  effective)  stiffness  rather  than  the 
gross  stiffness  is  often  used.  The  effective  stiffness  used  is  one  that  is  an  average 
value  for  the  entire  member  and  considers  the  distribution  of  cracking  along  the 
member  length.  The  effective  stiffness  of  reinforced  concrete  structures  can  be 
estimated  based  on  the  relationship  between  the  cracking  moment  (i.e.,  the 
moment  required  to  initiate  cracking  while  ignoring  the  reinforcing  steel)  and  the 
nominal  moment  capacity  of  the  reinforced  concrete  section.  The  nominal 
moments  and  cracking  moments  used  to  estimate  effective  stiffness  are  those  at 
regions  where  positive  or  negative  moments  are  at  their  maximums,  in  other 
words,  at  the  base  of  cantilever  members  and  at  the  midspan  for  simple  and  con¬ 
tinuous  spans.  Once  the  cracking  moment  MCr  and  the  nominal  moment  capacity 
Mn  have  been  determined,  the  ratio  of  the  effective  stiffness  IE  to  the  gross  stiff¬ 
ness  Iq  can  be  estimated  as  follows: 


—  =  0.8-0. 9 

h 


Mr, 


--1 


(3-D 


The  ratio  of  IeUg  should  not  be  greater  than  0.8,  nor  less  than  0.25,  according 
to  Priestley  (1 997). 1 

Equation  3.1  is  a  simplified  version  of  American  Concrete  Institute  (ACI) 
(2002)  318-02  equations  commonly  used  for  the  deflection  evaluation  of 


1  M.J.N.  Priestley,  1997,  “Criteria  Review  for  Corps-Seismic  Design  and  Evaluation  of 
Powerhouse  Superstructures,”  presented  in  Appendix  G  of  this  report. 
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reinforced  concrete  structures.  The  basis  for  the  simplified  version  is  contained  in 
Priestly  (1997)  and  also  discussed  in  Moehle  (1997)1  with  respect  to  lightly  rein¬ 
forced  concrete  structures. 

The  nominal  moment  strength  can  be  determined  in  accordance  with  standard 
ACI  3 1 8-02  procedures.  The  cracking  moment  MCK  can  be  determined  by  equat¬ 
ing  the  maximum  tensile  stress  in  a  member  (gross  section)  subjected  to  an  axial 
load  and  bending  moment  to  the  modulus  of  rupture  as  defined  by  ACI  3 1 8-02. 
This  process  results  in  the  following  expression: 


M 


CR  ~ 


r 

v 


fr  + 


(3.2) 


where 


f.  =  modulus  of  rupture  =  1 (psi  units) 

P  =  axial  load 
A  =  area 

Sb  =  section  modulus 

3.3.3  Damping 

Effective  damping  at  5  percent  of  critical  will  typically  provide  a  reasonable 
estimate  of  concrete  structure  response  at  or  near  yield.  It  should  be  realized  that 
damping  is  much  lower  than  5  percent  for  unyielding  structures  (about  2  percent) 
and  much  higher  than  5  percent  after  significant  damage  has  occurred.  Structure- 
foundation  interaction  will  increase  the  effective  damping  due  to  energy  radiation 
and  material  damping  that  occurs  in  the  foundation.  Effective  damping  can  also 
increase  due  to  structure-water  interaction  and  reservoir  bottom  absoiption. 
Unless  interaction  effects  are  involved,  a  viscous  damping  value  of  5  percent  will 
reasonably  represent  the  damping  of  concrete  structures  at  displacement  levels 
that  typically  occur  in  response  to  earthquake  ground  motions.  Higher  equivalent 
damping  values  should  be  used  where  interaction  effects  play  an  important  role. 
Acceleration  response  spectra  at  viscous  damping  values  other  than  5  percent  can 
be  obtained  by  multiplying  the  5  percent  earthquake  spectra  values  by  the 
damping  adjustment  factors  shown  in  Table  3.1.  The  factors  in  this  table  are 
based  upon  empirical  relations  given  by  Newmark  and  Hall  (1982)  for  median 
spectral  shapes.  The  Table  3.1  factors  represent  a  rounded-off  average  of  the 
Newmark  damping  values  for  the  constant  acceleration  range  and  constant 
velocity  range  of  the  spectral  shape  (TM  5-809-10  (U.S.  Army  1986)).  More 
accurate  damping  adjustment  factors,  if  needed,  can  be  developed  using  the 
information  provided  in  Newmark  and  Hall. 


1  J.P.  Moehle,  1997,  “Criteria  Review  for  Corps  -  Seismic  Evaluation  of  Intake  Towers,” 
presented  in  Appendix  G  of  this  report. 
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Table  3.1 

Damping  Adjustment  Factors  (after  TM  5-809-10.1  (U.S.  Army 

1986)) 

Damping  p,  percent 

Damping  Adjustment  Factor 

2 

1.25 

5 

1.00 

7 

0.90 

10 

0.80 

15 

0.70 

20 

0.60 

3.4  Modeling  Soil-Structure  Systems 

Three  analytical  methods  and  their  analytical  models  that  can  be  used  to 
evaluate  the  response  of  cantilever  retaining  walls  to  earthquake  ground  motion 
are  described  in  Ebeling  and  White  (in  preparation): 

•  Pseudostatic  methods  with  a  preselected  seismic  coefficient. 

•  Sliding  block  methods. 

•  Stress-deformation  methods. 

This  section  will  focus  on  a  particular  stress-deformation  method  used  by 
Veletsos  and  Younan  (1997)  in  their  research  efforts  to  assess  the  seismic  per¬ 
formance  of  flexible  cantilever  retaining  walls.  This  flexible  wall  approach  in 
addition  to  the  benefits  described  by  Veletsos  and  Younan  (1997)  provides  seis¬ 
mic  evaluators  with  the  following  potential  methodologies: 

•  Estimating  the  fundamental  period  of  vibration  of  the  soil-wall  system. 

•  Estimating  potential  amplification  effects  due  to  system  flexibility. 

•  Conducting  a  displacement-based  performance  evaluation. 

3.4.1  Veletsos  and  Younan  analytical  model 

The  analytical  model  used  by  Veletsos  and  Younan  (1997)  utilizes  a  simpli¬ 
fied  flexible  cantilever  retaining  wall  model  that  is  elastically  constrained  against 
rotation  at  the  base.  Soil  or  rock  foundation  response  and  half-space  simulation 
are  not  considered  in  the  Veletsos  and  Younan  analysis.  The  retained  soil  is  mod¬ 
eled  as  a  uniform,  linear,  viscoelastic  stratum  of  constant  thickness  and  semi- 
infinite  extent  in  the  horizontal  direction.  Parameters  varied  in  the  study  include 
the  flexibility  of  the  wall,  the  flexibility  of  the  wall  base,  the  properties  of  the 
retained  medium,  and  earthquake  ground  motions.  Since  the  focus  of  this  report 
is  primarily  on  the  earthquake  demands  at  the  base  of  the  stem  wall  under  condi¬ 
tions  of  base  slab  fixity,  only  those  aspects  from  the  Veletsos  and  Younan  report 
are  discussed  herein. 
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The  primary  parameter  governing  the  response  of  the  Veletsos  and  Younan 
(1997)  analytic  model  is  the  relative  flexibility  of  the  wall  dw  characterized  as 


dw 


GH 

D,„ 


(dimensionless) 


(3.3) 


where 

G  =  shear  modulus  of  elasticity  for  the  retained  soil 
H  =  height  of  soil  retained  by  wall 
Dw=  flexural  rigidity  of  the  wall  per  unit  length  of  wall  (see  below) 


E  t 

r\  _  L-‘WlW 


12(1-^) 


(3.4) 


where 

Ew=  Young’s  modulus  of  elasticity  for  the  wall 
tw  =  wall  thickness 
vw~  Poisson’s  ratio  for  the  wall 

Illustrating  for  the  Coips  cantilever  retaining  wall  example  of  Appendix  D,  a 
wall  that  has  been  designed  using  American  Concrete  Institute-Ultimate  Strength 
Design  (ACI-USD)  procedures  in  accordance  with  Coips  requirements: 

Ew=  475,000  ksf  (3,000  psi  normal  weight  concrete)1 
tw  —  1 .5  ft 

vw~  0.20  (normal  weight  concrete) 

G  =  y  (vs)2  *  g  =  0.125  (500)2  -s-  32.2  =  971  ksf 

where 

y  =  density  of  soil  =  0.125  kef 
vs  =  shear  wave  velocity  of  soil  =  500  fps 
g  =  acceleration  of  gravity  =  32.2  ft/sec2 
Dw=  475000  (1.5)3  +  12  [1  -  (0.20) 2]  =  139,220  kip-ft 
dw=  971  (18.5)3  h-139,220  =  44.2 


3.4.2  Performance  of  retaining  wall  systems  acting  as  rigid  bodies 

Veletsos  and  Younan  (1997)  first  described  the  performance  of  flexible 
retaining  wall  systems  acting  as  rigid  bodies  (i.e.,  wall  system  period  is 


1  A  table  of  factors  for  converting  non-SI  units  of  measure  to  SI  units  is  found  on  page  vii. 
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extremely  small  compared  to  the  characteristic  ground  motion  period).  Figures  in 
their  report  illustrate  the  relationship  between  wall  flexibility  and  the  following: 

•  Total  earth  pressure  (i.e.,  dynamic  +  static). 

•  Wall  shear  due  to  total  soil  pressure  effects. 

•  Wall  bending  moments  due  to  total  soil  pressure  effects. 

The  effect  of  wall  flexibility  on  total  earth  pressure  as  determined  by 
Veletsos  and  Younan  (1997)  is  generally  illustrated  in  Figure  3.2. 


Figure  3.2  Distribution  of  wall  pressures  with  height  for  various  relative  flexibility 
factors  dw  (after  Veletsos  and  Younan  1997).  Note:  y  is  the  distance 
above  the  base  of  the  cantilever  retaining  wall  and  n  is  the  ratio  of  the 
distance  above  the  base  to  total  wall  height 


A  key  observation  of  the  Veletsos  and  Younan  (1997)  results  as  depicted  by 
Figure  3.2  is  that  wall  pressures  reduce  significantly  with  small  increases  in  wall 
flexibility. 


3.4.3  Performance  of  retaining  wall  systems  acting  as  flexible  bodies 

Veletsos  and  Younan  (1997)  demonstrated  that  flexible  wall  systems  could 
amplify  the  response  determined  for  those  flexible  wall  systems  assumed  to  act 
as  rigid  bodies.  Considering  effective  damping  at  5  percent  of  critical  and  sub¬ 
jecting  flexible  wall  systems  to  the  north-south  component  of  the  1940  El  Centro 
earthquake  led  to  the  following  determinations: 

•  Base  shear  amplification  ranged  from  1.32  to  1.93. 
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•  Retaining  wall  top  displacement  amplification  ranged  from  1.39  to  2.38. 

The  peak  ground  acceleration  for  the  1940  El  Centro  earthquake  was  0.3 12g. 
The  fundamental  periods  of  vibration  T )  for  the  soil  stratum  for  the  various 
heights  considered  ranged  between  0.04  and  0.80  sec.  The  fundamental  period  of 
the  retained  soil  was  assumed  equal  to 


r, 


4  H 


(3.5) 


Illustrating  for  the  Coips  ACI-USD  cantilever  retaining  wall  example  of 
Appendix  D,  the  fundamental  period  of  vibration  for  the  soil-wall  system  would 
be 


Tj  =  4  (18.5)  ^500  =  0.15  sec 


Note  that  the  soil-wall  system  of  the  simplified/idealized  Veletsos  and 
Younan  (1997)  analytical  model  includes  the  wall  and  soil  retained  by  the  wall 
but  excludes  any  consideration  of  potential  interaction  effects  with  the  founda¬ 
tion  substrate. 

Referring  to  Figure  C.8,  the  design  response  spectrum  developed  in  Appen¬ 
dix  C  for  the  MDE  event,  it  can  be  seen  that  with  a  period  of  vibration  equal  to 
0.15  sec  the  dynamic  amplification  with  respect  to  base  shear  would  be  equal  to 
2.5  (amplification  of  2.5  for  5  percent  damping).  Base  shear  amplification  is  at  a 
maximum. 


3.5  Inertial  Effects 

During  an  earthquake,  time-varying  displacements  that  originate  in  the  foun¬ 
dation  bedrock  cause  distortions  in  the  structure  as  well  as  in  the  soils  that  may 
underlie  or  surround  the  structure.  Water  surrounding  the  structure  is  also 
affected  by  ground  and  structure  distortions.  The  displacement  response  of  the 
system  (structure-soil-water)  generates  inertial  forces.  These  inertial  forces,  often 
referred  to  as  earthquake  loads,  can  be  attributed  to  the  inertial  mass  of  the  sys¬ 
tem,  including  structure  mass,  the  mass  of  the  soil  contained  within  the  structural 
wedge,  dynamic  earth  pressure  forces  acting  on  the  structural  wedge,  and  hydro- 
dynamic  pressures.  The  magnitude  of  these  inertial  forces  is  a  function  of  the 
earthquake  ground  motion  and  the  total  system  mass  (structure  +  “effective”  soil 
+  water),  as  well  as  system  stiffness  and  system  energy-absorbing  characteristics 
(i.e.,  material  damping  and  radiation  damping). 


3.5.1  Dynamic  soil  pressures  (yielding  backfill  conditions) 

The  term  yielding  backfill  conditions  means  that  wall  movements  due  to 
earthquake  ground  motions  are  sufficient  to  fully  mobilize  shear  resistance  along 
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the  retained  soil  “wedge”  creating  a  limit  state  condition.  The  dynamic  earth 
forces  will  then  be  proportional  to  the  mass  in  the  failure  wedge  times  the  accel¬ 
eration.  When  designing  retaining  walls  with  yielding  backfill  conditions  (i.e., 
full  mobilization  of  the  shear  resistance  within  the  retained  soil)  for  earthquake 
ground  motions,  the  MO  pseudostatic  approach  is  often  used. 


3.5.2  Dynamic  soil  pressures  (nonyielding  backfill  conditions) 

For  massive  structures  with  soil  backfill,  it  is  unlikely  that  movements  suffi¬ 
cient  to  develop  backfill  yielding  will  occur  during  an  earthquake.  Wood  (1973) 
analyzed  the  response  of  a  wall  under  nonyielding  backfill  to  dynamic  excitation 
assuming  the  soil  backfill  to  be  an  elastic  material.  Fie  found  that  a  steady-state 
dynamic  thrust  equal  to  yH2a/ g  occurred  at  a  height  of  0.63  H  above  the  base 
of  the  wall  where  a  is  the  acceleration  at  the  base  of  the  structure.  The  Wood 
procedure  for  nonyielding  dry  backfill  conditions  can  be  found  in  Chapter  5  of 
Ebeling  and  Morrison  (1992)  along  with  methods  applicable  to  submerged  and 
partially  submerged  walls. 


3.5.3  Permanent  sliding  displacement  of  retaining  walls 

Retaining  walls  that  are  stable  under  static  load  conditions  may  slide  when 
earthquake  ground  motions  generate  inertial  forces,  which,  when  combined  with 
static  forces,  exceed  the  sliding  resistance  at  the  wall-foundation  interface.  The 
acceleration  that  generates  sufficient  force  to  initiate  sliding  is  termed  the  maxi¬ 
mum  transmissible  acceleration  N*g,  sometimes  referred  to  as  the  yield  accelera¬ 
tion  (Chapter  6  in  Ebeling  and  Morrison  1992).  Every  time  the  ground  accelera¬ 
tion  ag  exceeds  the  maximum  transmissible  acceleration  N*g,  the  structure  will 
slide. 


3.5.4  Upper  bound  estimate  of  permanent  sliding  displacement 

In  upper  bound  solutions  for  permanent  sliding  displacement  the  ratio  of  the 
yield  acceleration  to  the  acceleration  of  gravity  N*g/g  is  usually  identified  as  the 
yield  coefficient  ky,  and  the  ratio  of  the  PGA  to  the  acceleration  of  gravity  termed 
the  seismic  coefficient  A.  As  shown  in  Figure  3.3,  each  time  the  ground  accelera¬ 
tion  exceeds  the  yield  acceleration,  some  displacement  at  the  structure- 
foundation  interface  will  occur.  These  will  add  up  throughout  the  duration  of  the 
earthquake  and  result  in  a  final  permanent  displacement. 

The  total  permanent  displacement  will  be  a  function  of  the  earthquake  char¬ 
acteristics  such  as  duration  and  intensity,  with  the  major  factor  being  the  number 
of  times  the  yield  acceleration  is  exceeded. 

The  expected  permanent  displacement  of  a  soil  slope,  retaining  wall,  or  dam 
can  be  estimated  using  the  Newmark  (1965)  sliding  block  analogy.  Also,  as  a 
part  of  extensive  parametric  studies,  Richards  and  Elms  (1977)  have  suggested 
the  following  equation  for  estimating  the  permanent  sliding  displacement: 
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-4 


(3.6) 


A  = 


0.087-^- 

Ag 


Permanent 

Displacement 


a.  Acceleration  time-history 


Time 

b.  Permanent  displacement  time-history 


Figure  3.3  Permanent  sliding  displacement 


where 


A  =  permanent  sliding  displacement,  in. 

vg  =  peak  ground  velocity  of  the  earthquake,  in./sec 

A  =  seismic  coefficient  representing  the  PGA  expressed  as  a  fraction  of 
the  acceleration  of  gravity 

g  =  acceleration  of  gravity  (386  in./sec2) 
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ky  =  yield  coefficient  expressed  as  a  fraction  of  the  acceleration  of  grav¬ 
ity,  representing  the  yield  acceleration  that  initiates  sliding  (sliding 
factor  of  safety  equal  to  1.0) 

For  preliminary  design  purposes  the  PGA  can  be  assumed  to  be  equal  to 


vg  =  0.75  A,  in./sec 


(3.7) 


This  relationship  then  can  be  simplified  to: 


A  =  0.2— in. 
k , 


(3.8) 


A  plot  of  this  relationship  is  shown  in  Figure  3.4. 
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Figure  3.4  Permanent  displacement  as  a  function  of  ky  and  A 


This  plot  can  be  used  as  a  preliminary  evaluation  tool  for  estimating  perma¬ 
nent  displacement  in  retaining  walls  and  dams.  An  alternative  relationship  by 
Whitman  and  Liao  (1985)  is  given  in  Section  6.3.2  of  Ebeling  and  Morrison 
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(1992).  Additional  information  relative  to  the  sliding  displacement  of  concrete 
dams  can  be  found  in  Zhang  and  Chopra  (1991). 


3.5.5  Permanent  sliding  displacement  by  response  history 
(CWRotate) 

CWRotate  has  the  ability  to  perform  a  sliding  analysis  and  determine  the 
peimanent  (residual)  displacement  that  might  take  place  during  a  response  that  is 
dominated  by  sliding.  This  sliding  analysis  is  accomplished  in  CWRotate  by 
describing  the  overall  wall  geometry,  backfill  geometry,  and  material  properties 
and  by  providing  baseline-corrected  horizontal  and  vertical  acceleration  time- 
histories  to  represent  the  earthquake  ground  motions.  Also,  in  CWRotate  the 
user,  by  specifying  a  limit-state  resisting  force  P resist,  can  approximate  the 
restraining  effect  an  invert  spillway  slab  may  have  on  the  toe  of  the  cantilever 
wall.  The  magnitude  of  the  Presist  may  be  estimated  using  the  simplified  procedure 
developed  by  Strom  and  Ebeling  (2004).  Details  regarding  the  sliding  block 
method  of  analysis  formulated  are  given  in  Ebeling  and  White  (in  preparation). 


3.5.6  Permanent  rotational  displacement  by  response  history 
(CWRotate) 

CWRotate  can  also  evaluate  the  rotational-dominated  response  of  a  toe- 
restrained  cantilever  retaining  wall  subjected  to  earthquake  ground  motions. 
Rock-founded  cantilever  walls  that  are  buttressed  at  the  toe  by  an  invert  spillway 
slab  are  likely  to  be  dominated  by  a  rotational  response.  As  with  the  sliding 
response,  the  buttressing  effect  of  the  invert  spillway  slab  is  represented  by  a 
user-specified  force  P resist  acting  on  a  vertical  section  extending  upward  from  the 
toe  of  the  wall.  As  described  in  Zeng  and  Steedman  (2000),  rotation  of  a  rigid 
block  model  of  the  structural  retaining  wall  system  is  assumed  to  occur  about  the 
toe  of  the  structure  (i.e.,  the  rigid  block  is  “pinned”  to  the  rigid  base  at  its  toe). 
The  CWRotate  procedure  differs  from  the  Steedman  and  Zeng  formulation  by 
(a)  formal  consideration  of  a  toe  restraint  in  the  analysis;  (b)  the  ability  of  the 
user  to  assign  a  vertical  acceleration  time-history  in  addition  to  a  horizontal 
acceleration  time-history;  and  (c)  the  implementation  of  this  formulation  within 
CWRotate  using  a  graphical  user  interface  for  input  of  geometry,  input  of  mate¬ 
rial  properties,  input/verification  of  earthquake  time-history  files,  and  visuali¬ 
zation  of  results.  In  addition,  a  sweep-search  wedge  formulation  within  the 
retained  soil  is  used  to  determine  the  value  of  Pae  rather  than  relying  on  the  MO 
relationship  (cited  in  the  Steedman  and  Zeng  (1998)  formulation).  The  advantage 
of  the  sweep-search  method  as  formulated  in  C  WRotate  is  that  it  allows  for  the 
analysis  of  bilinear  ground  surfaces  and  the  analysis  of  “cohesive”  soils.  Details 
regarding  the  rotating  block  method  of  analysis  are  provided  in  Ebeling  and 
White  (in  preparation). 


3.5.7  Permanent  (residual)  displacement  due  to  stem  wall  yielding 

The  residual  displacement  response  of  bridge  piers  and  building  columns  to 
strong  earthquake  ground  shaking  is  described  in  Kawashima  et  al.  (1998). 
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Because  of  a  constant  lateral  force  (static  earth  pressure  force)  it  is  even  more 
likely  that  a  residual  displacement  will  occur  in  retaining  wall  systems.  The 
residual  displacement  will  increase  for  each  cycle  where  the  earthquake-induced 
moment  demand  exceeds  the  moment  capacity  (i.e.,  nominal  moment  capacity) 
of  the  stem  wall.  The  magnitude  of  this  residual  displacement  will  depend  on  the 
hysteretic  behavior  of  the  stem  wall,  the  number  of  excursions  beyond  the  yield 
(nominal)  capacity  of  the  stem  wall,  and  the  magnitude  of  each  excursion.  This 
residual  displacement  process  is  illustrated  in  Figures  3.5  and  3.6.  A  residual  dis¬ 
placement  analytical  approach  is  described  in  Appendix  F.  Although  some 
aspects  of  this  formulation  are  speculative,  the  authors  of  this  report  believe  that 
the  approach  described  contains  the  essential  fundamental  features  to  characterize 
the  response.  Enhancements  can  be  made  to  CWRotate  (Ebeling  and  White,  in 
preparation)  to  permit  engineers  to  use  the  aforementioned  approach  as  a  means 
for  estimating  the  residual  displacement  that  might  occur  during  a  retaining  wall 
response  that  is  dominated  by  stem  wall  yielding. 
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Figure  3.5  Possible  stem  wall  hysteretic  behavior  when  earthquake  demands 
exceed  Fy 
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as  =  ground  acceleration 
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Figure  3.6  Permanent  displacement  at  top  of  wall  due  to  stem  wall  yielding 
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4  Force  and  Displacement 
Capacity  of  Reinforced 
Concrete  (R/C)  Structures 


Earthquake-related  catastrophic  failures  have  occurred  in  major  civil  works 
structures,  reinforced  concrete  building  structures,  and  bridge  structures.  As  a 
result,  structural  codes  have  been  revised  dramatically  in  the  past  25  years.  Due 
to  the  age  of  most  civil  works  projects,  many  of  the  earthquake-related 
deficiencies  found  in  buildings  and  bridges  designed  by  older  codes  also  exist  in 
Corps  structures.  These  deficiencies,  however,  should  be  examined  with  respect 
to  the  unique  characteristics  of  the  particular  civil  works  structure  or  structural 
system  being  investigated.  The  major  differences  between  major  civil  works 
structures  and  buildings/bridge  type  structures  are  as  follows: 

•  Many  major  civil  works  structures  are  lightly  reinforced  with  reinforce¬ 
ment  percentages  generally  less  than  0.5  percent. 

•  Major  civil  works  structures  have  low  axial  load  ratios. 

•  Major  civil  works  structures  have  large  shear  capacities  because  of  large 
cross-sectional  dimensions. 

•  In  major  civil  works  structures  the  concrete  protection  (cover)  and  rein¬ 
forcing  bar  spacing  exceed  those  found  in  bridge  and  building  type  structures. 

•  Major  civil  works  structures  are  generally  of  massive  wall-slab  construc¬ 
tion  rather  than  beam-column  construction. 

All  potential  modes  of  failure,  both  brittle  and  ductile,  must  be  investigated 
during  a  performance-based  seismic  evaluation.  In  FEMA  356  (2000)  brittle 
modes  of  failure  are  designated  as  force-controlled  actions  and  ductile  modes  of 
failure  as  deformation-controlled  actions.  The  brittle  modes  to  be  investigated 
include  the  following: 

•  Splice  and  anchorage  failure  of  flexural  reinforcement. 

•  Shear  (diagonal  tension)  failure. 
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•  Sliding  shear  failure. 

•  Compressive  spalling  failure. 

•  Fracture  of  reinforcement. 

The  latter  failure  mechanism  is  associated  with  lightly  reinforced  concrete 
structures  and  is  therefore  not  a  potential  failure  mechanism  with  respect  to  most 
cantilever  retaining  walls. 

Flexure  is  the  ductile  failure  mechanism  usually  considered  in  a  seismic 
evaluation.  In  many  instances  a  flexural  plastic  hinge  will  form  at  the  base  of  the 
stem  of  a  retaining  wall  before  any  of  these  brittle  failure  mechanisms  can 
develop.  This  hierarchy  in  strength  (where  development  of  a  flexural  hinge  pre¬ 
cedes  all  potential  brittle  modes  of  failure)  is  an  important  aspect  of  good  seismic 
design.  Unfortunately  for  many  older  retaining  wall  structures  it  is  possible  that 
the  reinforcing  steel  lap  splices  at  the  base  of  the  stem  wall  will  fail  before  a 
flexural  plastic  hinge  develops.  This  lap  splice  deficiency  is  due  either  to  inade¬ 
quate  lap  splice  length  or  to  using  reinforcing  steel  with  “low  bond”  deformation 
patterns. 

In  most  instances  the  compressive  strains  in  the  concrete  are  low  and  earth¬ 
quake  demands  are  usually  not  sufficient  to  cause  a  shear  failure.  Bond  deterio¬ 
ration  under  cyclic  loading  occurs  only  if  the  maximum  compressive  strain  at  the 
location  of  reinforcing  bar  splices  reaches  levels  where  longitudinal  microcrack¬ 
ing  develops.  When  compressive  strains  are  below  0.2  percent  (0.002),  the 
chance  for  microcracking  and  bond  deterioration  that  could  lead  to  reinforcing 
steel  splice  failure  is  low.1  When  compressive  strains  are  below  0.4  percent,  the 
chance  for  concrete  spalling  is  low.1  This  means  that  in  most  Corps  civil  works 
structures,  spalling  will  not  occur,  and  the  disastrous  consequences  of  spalling, 
such  as  the  loss  of  concrete  cover,  the  loss  of  confinement  reinforcement,  and  the 
buckling  of  reinforcing  steel  (during  earthquake-induced  cyclic  load  reversals), 
will  also  not  occur.  In  order  to  meet  performance  requirements,  all  brittle  modes 
of  failure  (all  failure  modes  other  than  flexure)  must  be  suppressed.  Brittle  modes 
of  failure  include  shear  (diagonal  tension),  sliding  shear  (shear-friction),  and 
fracture  of  flexural  reinforcing  steel.  Inelastic  flexural  response  will  limit  shear 
demands.  Therefore,  it  is  necessary  only  to  provide  shear  strength  equal  to  or 
greater  than  the  shear  demand  corresponding  to  that  associated  with  the  maxi¬ 
mum  feasible  flexural  strength.  Fracturing  of  reinforcing  steel  is  unique  to  lightly 
reinforced  concrete  members  and  will  occur  when  strains  in  the  reinforcing  steel 
exceed  5  percent.1’2  This  mode  of  failure  can  be  prevented  by  limiting  the 
displacement  ductility  capacity  of  members  to  that  producing  reinforcing  steel 
strains  less  than  5  percent.  Reinforcing  steel  used  to  resist  flexural  demands  must 
also  have  splice  and  anchorage  length  sufficient  to  develop  the  maximum  bar 
strength  including  strain  hardening  effects.  The  capacity  of  reinforced  concrete 
members  can  be  determined  using  the  procedures  described  in  Sections  4.2  and 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 

2  J.P.  Moehle,  1997,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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4.3.  The  capacity  of  members  available  to  resist  brittle  modes  of  failure  is  dis¬ 
cussed  first.  Brittle  modes  of  failure  are  considered  to  be  force-controlled  actions 
(FEMA  356,  2000).  For  force-controlled  actions,  the  capacity  (nominal  or  ulti¬ 
mate  strength)  of  the  member  at  the  deformation  level  associated  with  maximum 
flexural  ductility  demand  must  be  greater  than  the  force  demands  caused  by 
earthquake,  dead,  and  live  loads.  The  flexural  mode  of  failure  is  considered  to  be 
a  displacement-controlled  action.  In  a  displacement-controlled  action,  moment 
demands  can  exceed  moment  capacities;  however,  the  displacement  capacity  of 
members  must  be  greater  than  the  inelastic  displacement  demands  placed  on  the 
structure  due  to  earthquake,  dead,  and  live  loads.  The  flexural  displacement 
capacity  will  usually  be  limited  either  by  the  compressive  strain  in  the  concrete  (a 
maximum  of  0.02  percent  if  bond  deterioration  is  to  be  prevented),  or  by  the  ten¬ 
sile  strain  in  the  reinforcing  steel  (a  maximum  of  5  percent  if  fracture  of  the  rein¬ 
forcing  steel  is  to  be  prevented1). 

4.1  Brittle  Modes  of  Failure 

4.1.1  Shear  (diagonal  tension) 

Since  shear  failure  is  a  brittle  failure,  it  is  necessary  to  inhibit  shear  failure  by 
ensuring  that  shear  strength  exceeds  the  shear  demand  corresponding  to  that 
associated  with  the  maximum  feasible  flexural  strength.  Shear  strength  in  plastic 
hinge  regions  is  a  function  of  the  flexural  displacement  demand.  As  plastic-hinge 
rotations  increase,  shear  cracks  widen,  and  the  capacity  of  the  concrete  to  transfer 
shear  by  aggregate  interlock  decreases.  The  concrete  component  of  shear  strength 
can  be  expressed  as 


(4.1) 


where 

k  =  factor  dependent  on  member  flexural  displacement  ductility  demand. 
As  shown  in  Figure  4.1,  k  can  range  from  a  maximum  of  3.5  at  low 
ductility  demand  levels  to  1.2  at  high  ductility  demand  levels 

actual  concrete  compressive  strength  (per  Priestley,1  the  actual  con¬ 
crete  compressive  strength,  which  may  be  as  high  as  or  higher  than 
1.5  times  the  design  compressive  strength,  should  be  used  when  cal¬ 
culating  the  shear  capacity) 

Ae=  0.8  Ag 

Ag  =  gross  concrete  area 

FEMA  356  (2000)  indicates  that  within  yielding  regions  of  components  with 
low  ductility  demands  (i.e.,  ductility  demand  less  than  two)  the  calculation  of 
concrete  shear  strength  can  be  in  accordance  with  the  procedures  of  Chapter  11, 
ACI  318-02  (ACI  2002).  With  the  ACI  318-02/FEMA  356  (2000)  provisions, 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 


46 


Chapter  4  Force  and  Displacement  Capacity  of  Reinforced  Concrete  Structures 


members  with  low  ductility  demand  and  subjected  to  shear  and  flexure  would 
have  a  k  factor  equal  to  only  two.  A  ductility  model  for  concrete  shear  strength 
(Priestley  et  al.  1994)  is  illustrated  in  Figure  4.1. 
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Concrete 

Shear 

Strength 
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4 


Flexural  displacement  ductility  demand  p 


Figure  4.1  Degradation  of  shear  strength  with  ductility  (psi  units) 

In  order  to  meet  damage  control  performance  requirements  for  MDE  load¬ 
ings,  the  capacity  of  the  reinforced  concrete  structures  in  shear  shall  be  equal  to 
or  greater  than  the  lesser  of 

•  The  full  elastic  demand  placed  on  the  member  by  the  design  earthquake. 

•  The  shear  corresponding  to  1.5  times  the  shear  associated  with  the  nomi¬ 
nal  flexural  strength. 

The  capacity  of  the  concrete  in  shear  due  to  aggregate  interlock,  and  to  a 
lesser  extent  the  shear  resistance  available  from  the  transverse  reinforcing  (tradi¬ 
tional  truss  mechanism),  and  the  shear  strength  enhancement  as  the  result  of  axial 
load  may  be  considered.  The  total  ultimate  shear  strength  Vv  can  be  taken  as 


VU=0(VC  +  VS)  =  O.85(VC  +  VS) 


(4.2) 


For  rectangular  sections  the  contribution  of  shear  steel  to  the  total  shear 
capacity  per  ACI  318-02  (ACI  2002)  is 


(4.3) 


s 


where 


Vs  =  contribution  to  shear  capacity  provided  by  the  shear  reinforcement 
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A  |  -  =  area  of  shear  reinforcement  within  a  distance  s 
fy  =  yield  capacity  of  reinforcement 

d  =  depth  from  compression  face  to  centroid  of  longitudinal  tension 
reinforcement 

s  =  spacing  of  shear  reinforcement 

4.1.2  Sliding  shear 

Sliding  shear  (shear  friction)  along  the  base  of  a  structure  or  structural  mem¬ 
ber  should  also  be  investigated.  Per  Priestley,1  the  shear  friction  shear  capacity 
Vsf  can  be  determined  by  the  following  expression: 

VSF  =  \iSF(P  +  0.25  Asf)  (4.4) 

where 

Psi?  =  sliding  shear  coefficient  of  friction,  per  AC1  3 1 8-02  (AC1  2002) 

P  =  axial  load  on  section 

As  =  area  of  the  longitudinal  reinforcing  steel  across  the  potential  failure 
plane 

fy  =  yield  strength  of  the  reinforcing  steel 

4.1.3  Reinforcing  steel  anchorage 

The  strength  of  deformed  straight,  discontinuous  bars  embedded  in  concrete, 
with  a  clear  cover  over  the  embedded  bar  not  less  than  three  bar  diameters  (3 dh) 
can  be  calculated  according  to  FEMA  356  (2000),  Equation  6-3,  or 


J  s  /  e  J  v 

dh 


(4.5) 


where 

f  =  maximum  stress  that  can  be  developed  in  an  embedded  bar  having  an 
embedment  length  le,  psi 

db  =  diameter  of  reinforcing  steel,  in. 

le  =  embedment  length,  in. 

fy  =  yield  strength  of  reinforcing  steel,  psi 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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4.1.4  Reinforcing  steel  splices  and  hooked  bars 

Development  of  reinforcing  steel  splices  and  hooked  bars  should  be  calcu¬ 
lated  using  methods  described  in  Section  6.4.5  of  FEMA  356  (2000).  Develop¬ 
ment  of  straight  bars  and  hooked  bars  are  determined  using  AC1  318-02  proce¬ 
dures  (ACI  2002)  with  the  following  modifications: 

a.  Within  yielding  regions  of  components  with  moderate  or  high  ductility 
demand  (see  Table  6-6,  FEMA  356  (2000))  deformed  straight  bars, 
hooked  bars,  and  lap-spliced  bars  should  meet  the  development 
requirements  of  Chapter  21  of  ACI  318-02.  Within  yielding  regions  of 
components  with  low  ductility  demands  and  outside  yielding  regions  for 
all  ductility  demands,  bars  should  meet  the  development  requirements  of 
Chapter  12  of  ACI  318-02,  except  requirements  for  lap  splices  can  be  the 
same  as  those  for  straight  bars  in  tension  without  consideration  of  lap 
splice  classification. 

b.  Where  existing  deformed  straight  bars,  hooked  bars,  and  lap-spliced  bars 
do  not  meet  these  development  requirements,  the  capacity  of  existing 
reinforcement  shall  be  calculated  using  Equation  4.6  (FEMA  356  (2000) 
Equation  6-2) 

(4-6) 

v 

where 

f  =  maximum  stress  that  can  be  developed  in  the  bar  for  the  lap  or  splice 
length  provided  4 

4  =  lap  or  splice  length  provided 

4  =  lap  or  splice  length  required  by  ACI  3 1 8-02 

For  existing  structures,  the  actual  compressive  strength  rather  than  the  design 
compressive  strength  should  be  used  to  evaluate  splice  lengths  and  anchorages. 
Deterioration  of  bond  and  splice  strengths  of  reinforcing  bars  is  one  of  the  great¬ 
est  problems  in  the  design  of  earthquake-resistant  reinforced  concrete  structures. 
Large  concrete  covers  and  transverse  reinforcement  provide  the  best  protection 
against  splice  strength  degradation.  The  ACI  318-02  development  length  equa¬ 
tions  allow  these  factors  to  be  considered.  Appendix  F  by  example  illustrates  the 
aforementioned  process  for  an  older  existing  retaining  wall  structure. 


4.1.5  Fracture  of  reinforcing  steel 

It  is  likely  that  fracture  of  reinforcing  steel  can  be  prevented  if  enough  flex¬ 
ural  reinforcing  steel  is  provided  to  produce  a  nominal  moment  strength  equal  to, 
or  greater  than,  the  1.2  times  the  cracking  moment  capacity  of  the  section.  To 
prevent  a  brittle  fracture  mechanism,  a  nominal  moment  strength  equal  to 
120  percent  of  the  cracking  is  considered  to  be  the  lowest  minimum 
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reinforcement  limit.1  Nominal  moment  capacities  equal  to  200  percent  of  the 
cracking  moment  are  preferred  for  earthquake-resistant  structures.1  Existing 
structures  that  cannot  meet  this  nominal  moment  capacity  requirement  can  be 
considered  to  meet  performance  requirements  if  it  can  be  demonstrated  that  dis¬ 
placement  ductility  demands  are  low  enough  to  keep  reinforcing  steel  strains 
below  5  percent.  This  requires  a  displacement-based  evaluation. 


4.2  Flexure 

The  nominal  moment  strength  of  reinforced  concrete  members  can  be  deter¬ 
mined  in  accordance  with  ACI  318-02  requirements  (ACI  2002).  The  nominal 
strength  is  the  capacity  to  be  used  in  determining  demand-to-capacity  ratios 
(DCRs)  for  use  in  FEMA  356  (2000)  LSP  and  LDP  methods.  Displacement- 
based  procedures  as  part  of  displacement  demand  to  displacement  capacity 
analysis  are  the  preferred  method  of  evaluating  displacement-controlled  actions 
(flexure).  The  displacement-based  approach  is  described  in  the  following  section. 


4.3  Displacement-Based  Analyses 

Displacement-based  analyses  are  required  to  determine  if  member  flexural 
displacement  capacities  are  greater  than  flexural  displacement  demands.  Flexural 
displacement  capacity  is  related  to  curvature  capacity,  plastic  hinge  length 
(length  of  zone  where  yielding  occurs),  and  member  length.  Displacement 
demands  described  herein  are  those  occurring  at  the  top  of  the  structure  in  rela¬ 
tionship  to  the  base  of  the  structure. 


4.3.1  Curvature  capacity 

The  curvature  capacity  will  depend  on  the  maximum  amount  of  strain  that 
can  be  placed  on  the  concrete  and  reinforcing  steel.  To  prevent  fracturing  of  the 
reinforcing  steel,  the  steel  strain  should  be  limited  to  5  percent.  Static  load  testing 
produces  ultimate  strain  capacities  of  18  percent  or  more,  but  due  to  low  cycle 
fatigue  effects,  the  maximum  permitted  for  earthquake  load  conditions  is 
5  percent.1'2  The  maximum  ultimate  strain  capacity  of  concrete  under  dynamic 
loadings  is  approximately  0.4  percent.  However,  when  there  is  inadequate  con¬ 
finement  steel  to  prevent  splice  failures,  the  maximum  ultimate  strain  capacity 
should  be  limited  to  about  0.2  percent.1  Using  this  information,  the  ultimate  cur¬ 
vature  capacity  of  a  reinforced  concrete  section  can  be  determined  (Figure  4.2). 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 

2  J.P.  Moehle,  1997,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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Figure  4.2  Ultimate  curve  capacity  where  ecu,  zsu  is  the  ultimate  strain  capacity  of 
the  concrete  in  compression  and  of  the  steel  in  tension,  respectively 


4.3.2  Rotational  capacity 

Ultimate  rotation  capacity  is  equal  to  the  ultimate  curvature  capacity  times 
the  plastic  hinge  length.  In  accordance  with  Priestley,1  when  the  nominal  moment 
capacity  MN  is  less  than  1 .2  times  the  cracking  moment  MCR,  the  plastic  hinge 
length  to  be  used  in  calculating  rotational  capacity  is 


lp  =  0.30 fydb  in.  (ksi  units) 


(4.7) 


Members  with  nominal  moment  capacities  less  than  120  percent  of  the 
cracking  moment  capacity  are  characterized  by  the  formation  of  a  single  crack  in 
the  plastic  hinge  region.  The  nominal  moment  capacity  for  these  lightly  rein¬ 
forced  members  is  insufficient  to  spread  cracking  along  the  length  of  the  mem¬ 
ber.  According  to  Priestley  and  Park  (1987),  the  width  of  the  single  crack  is  due 
to  two  reasons:  slip  of  the  reinforcement  (bond-slip)  relative  to  the  concrete  and 
the  influence  of  shear  on  the  crack  pattern.  The  width  of  the  single  crack  (i.e., 
plastic  hinge  length)  is  approximated  by  Equation  4.7.  Plastic  hinge  length 
depends  on  the  amount  of  strain  penetration  occurring  on  each  side  of  the  crack. 
This  in  turn  depends  on  bond  slip  between  the  reinforcement  and  the  concrete. 
Therefore,  the  length  of  embedment  required  to  fully  develop  the  bar  should 
influence  the  plastic  hinge  length.  Since  embedment  length  is  a  function  of  bar 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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diameter,  it  would  be  expected  that  plastic  hinge  length  would  also  be  a  function 
of  bar  diameter  as  indicated  by  Equation  4.7. 

In  accordance  with  Priestley,1  when  the  nominal  moment  MN  is  greater  than 
twice  the  cracking  moment  MCr,  the  plastic  hinge  length  to  be  used  in  calculating 
rotational  capacity  is 


lp  -  0.08Z,  +  0. 1 5fy  (db )  in.  (ksi  units) 


(4.8) 


where  L  is  the  length  of  the  member. 

For  nominal  moment  strengths  between  1.2 MCR  and  2.0 MCR  the  plastic  hinge 
length  can  be  determined  by  linear  interpolation  between  the  results  obtained 
from  the  two  plastic  hinge  length  equations.1 

In  accordance  with  Priestley,1  the  ultimate  rotational  capacity  of  the  member 
can  be  estimated  as  follows: 


ou  =A(ip) 


(4.9) 


where 


0U  =  ultimate  rotational  capacity 
tj)u  =  ultimate  curvature  capacity 

For  cantilevered  structures  such  as  intake  towers  and  bridge  piers  it  is 
advantageous  to  determine  ultimate  displacement  ductility  capacities  and  use 
those  to  compare  with  the  displacement  ductility  demands  obtained  from  a  seis¬ 
mic  analysis.  This  process  is  described  in  the  next  section.  For  more  complex 
structures  composed  of  wall  and  slab  elements,  the  rotational  capacities  of  plastic 
hinge  regions  can  be  determined  by  Equation  4.9  and  compared  to  the  rotation 
demands  estimated  from  a  linear  elastic  analysis  or  obtained  directly  from  a 
nonlinear  analysis.  For  cantilever  retaining  walls  a  process  that  compares  the 
earthquake  displacement  demands  on  the  soil-wall  system  to  the  displacement 
capacity  of  the  retaining  wall  is  recommended  (Section  4.5.1). 


4.4  Displacement  Capacity  of  Cantilever 
Structures 

The  displacement  capacity  of  intake  towers,  spillway  piers,  bridge  piers  and 
powerhouse  superstructure  walls  and  other  members  that  behave  as  cantilever 
structures  can  be  determined  using  the  models  shown  in  Figures  4. 3-4.5.  For 
structures  where  the  mass  can  be  assumed  to  occur  at  the  top  of  the  structure, 
such  as  a  bridge  pier,  the  concentrated  mass  model  of  Figure  4.3  applies.  The 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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Figure  4.4  distributed  mass  model  applies  for  structures  such  as  intake  towers 
where  the  mass  is  distributed  along  the  entire  height.  The  retaining  wall  model 
presented  in  Figure  4.5  assumes  the  mass  decreases  linearly  with  height.  The 
total  displacement  capacity  is  the  sum  of  the  preyield  and  postyield  displacement 
capacities.  The  preyield  displacement  capacity  can  be  determined  using  the  elas¬ 
tic  curve  integration  procedures  common  to  static  analysis.  Postyield  displace¬ 
ment  is  just  the  product  of  the  rotational  capacity  (ultimate  curvature  capacity 
minus  the  yield  curvature  times  the  plastic  hinge  length)  and  the  effective  height.1 
The  ultimate  displacement  ductility  capacity  is  just  the  ultimate  displacement 
capacity  divided  by  the  yield  displacement. 


Figure  4.3  Idealized  flexural  curvature  in  a  bridge  pier 


For  the  bridge  pier  concentrated  mass  model  (Figure  4.3)  the  ultimate  dis¬ 
placement  capacity  can  be  estimated  as  described  in  Moehle  (1992)  by 


8  =  — 
A  3 


f  l  ' 
l-^ 
2 


(4.10) 


Or  the  ultimate  displacement  ductility  capacity  can  be  estimated  by 


1  +  3 
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U  ■  , 
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l  l) 

(4.11) 


where 


4)y  =  curvature  at  first  yield  of  the  reinforcing  steel 
/  =  length  of  cantilever 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 


Chapter  4  Force  and  Displacement  Capacity  of  Reinforced  Concrete  Structures 


53 


Inertial 

Force 

Distribution 


«u 


Intake  Tower  Curvature 


Figure  4.4  Idealized  flexural  curvature  in  an  intake  tower 
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Figure  4.5  Idealized  flexural  curvature  in  a  retaining  wall 


For  the  intake  tower  distributed  mass  model  (Figure  4.4)  the  ultimate  dis¬ 
placement  capacity  can  be  estimated  as  described  in  Ehsani  (1993)1  by 


1  M.R.  Ehsani,  1993,  “Evaluation  of  seismic  retrofit  and  ductility  needs  of  reinforced 
concrete  structures,”  draft  report,  U.S.  Army  Engineer  Waterways  Experiment  Station, 
Vicksburg,  MS. 
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(4.12) 
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Or  the  ultimate  displacement  ductility  capacity  can  be  estimated  by 


1  +  3.64 
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For  the  retaining  wall  model  (Figure  4.5)  the  ultimate  displacement  capacity 
at  the  top  of  the  stem  wall  relative  to  its  base  can  be  estimated  by 


,JjL 

2 


(4.14) 


Or  the  ultimate  displacement  ductility  capacity  can  be  estimated  by 
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Most  structures  will  not  conform  strictly  to  these  ideal  concentrated  and  dis¬ 
tributed  mass  models.  The  model  best  representing  the  actual  inertial  force  con¬ 
dition,  however,  should  provide  a  reasonable  estimate  of  displacement  capacity 
and  displacement  ductility  capacity.  As  a  refinement,  the  structure  can  be  inves¬ 
tigated  using  the  concentrated  mass  model  with  the  distance  from  the  base  to  the 
center  of  mass  equal  to  the  effective  height.1  The  effective  height  /^representing 
the  center  of  seismic  force  is 


eff~  Z  mA 

where 

mn  =  mass  at  level  n  of  a  multiple  lumped  mass  system 

(j)H  =  modal  value  at  mass  level  n 

ln  =  height  from  base  to  mass  at  level  n 


(4.16) 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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4.5  Evaluating  the  Seismic  Performance  of 
Reinforced  Concrete  Structures 

Damage  control  through  the  control  of  displacements  is  the  essence  of 
performance-based  earthquake  engineering.  Many  simple  methods  have  been 
devised  to  evaluate  the  seismic  performance  of  structures.  These  methods  have 
been  developed  primarily  for  use  in  evaluating  building  and  bridge  systems. 
Cantilever  retaining  wall  systems  differ  from  building  and  bridge  systems  in  that 
static  lateral  loads  (static  soil  pressure  loads)  act  in  combination  with  the 
dynamic  loads  (dynamic  earth  pressure  loads).  The  most  promising  methodology 
for  the  seismic  evaluation  of  cantilever  retaining  walls  is  a  displacement-based 
approach  where  the  displacement  demands  on  the  soil- wall  system  are  compared 
to  the  displacement  capacity  of  the  reinforced  concrete  retaining  wall.  This  pro¬ 
posed  methodology  is  described  in  the  following  text  along  with  methodologies 
used  to  evaluate  building  and  bridge  systems.  The  most  prominent  of  the  simple 
methods  used  to  evaluate  building  and  bridge  systems  include  the  following: 

•  FEMA  356  (2000)  Linear  Dynamic  Procedure  (LDP)  type  analyses. 

•  FEMA  356  (2000)  Nonlinear  Static  Procedure  (NSP)  type  analyses. 

•  ATC  40  (Applied  Technology  Council  (ATC)  1996)  Capacity  Spectrum 
Method  (CSM)  type  analyses. 

4.5.1  Proposed  displacement-based  approach  for  cantilever 
retaining  walls 

In  performance-based  earthquake  engineering  it  is  possible  to  estimate  earth¬ 
quake  demands  on  a  particular  structure  for  a  given  earthquake  event  and  to 
compare  them  to  the  displacement  capacity  of  the  structure  or  member  under 
investigation.  For  cantilever  retaining  walls  the  flexible  wall  procedure  described 
in  Veletsos  and  Younan  (1997)  could  be  a  method  for  approximating  the  dis¬ 
placement  demands  on  flexible  retaining  wall  systems  that  respond  elastically  to 
earthquake  ground  motions.  It  also  may  be  possible,  as  described  in  Appendix  F, 
to  use  the  Veletsos  and  Younan  flexible  wall  approach  in  combination  with 
CWRotate  enhancements  to  approximate  the  permanent  (residual)  displacement 
demands  on  yielding  wall  systems.  Note  that  Veletsos  and  Younan  (1997)  indi¬ 
cate  that  with  high  ground  accelerations  and  with  amplification  effects  consid¬ 
ered,  the  displacement  range  of  the  soil-wall  systems  that  respond  elastically  is 
less  than  0. 1-0.4  percent  of  the  wall  height.  The  aforementioned  range  is  that 
generally  associated  with  the  development  of  active  limit-state  condition  in  the 
retained  soil  material,  per  Chapter  6  of  Clough  and  Duncan  (1991),  and  in 
Chapter  2  ofEbeling  and  Morrison  (1992). 

Displacement  capacities  for  the  reinforced  concrete  retaining  wall  would  be 
determined  by  methods  described  in  Section  4.4.  The  performance  of  displace¬ 
ment-controlled  action  (flexure)  would  be  evaluated  by  a  displacement  demand 
to  capacity  evaluation,  with  displacement  demands  determined  as  illustrated  in 
Figure  4.6. 
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Figure  4.6  Displacement  demand  to  capacity  evaluation  (performance 

determined  by  comparing  the  displacement  demands  on  the  wall  with 
the  displacement  capacity  of  the  wall 


Force-controlled  actions  (brittle  failure  mechanisms)  would  be  evaluated  by  a 
force-based  demand  to  capacity  evaluation,  using  peak  demands  from  a 
CWRotate  analysis  and  the  capacities  as  determined  in  Section  4.1. 

Assuming  a  linear  elastic  response  and  using  the  Veletsos  and  Younan 
(1997)  upper  bound  shear-beam  displacement  response,  the  maximum  displace¬ 
ment  demand  for  the  ACI-WSD  wall  of  Appendix  D  is  estimated  to  be 


SE  =  0.50- 


XH7 


-  =  0.50 


0.764(32.2)(18.5)2 

(500)2 


=  0.0168  ft  =  0.20  in.  (4.17) 


where 

Xg  =  peak  ground  acceleration 

v,  =  shear  wave  velocity  of  the  soil 
H  =  wall  height 

Using  an  upper  bound  dynamic  amplification  factor  of  2.2,  as  recommended 
by  Veletsos  and  Younan  (1997)  the  amplified  displacement  8AE  is 


hAE  =  2.2  (0.20)  =  0.44  in.,  or  only  about  0.2%  of  the  wall  height  (4.18) 
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The  ultimate  displacement  capacity  5U  for  the  ACI-WSD  wall  of  Appendix 
D,  neglecting  the  elastic  contribution  prior  to  first  yield,  is 


Sn  =  (l(v  -  <t>y)  lp  (1  -  0-5  Ip) 


(4.19) 


assuming  yield  and  ultimate  curvature  capacities  per  Figure  F.5,  Appendix  F,  and 
conservatively  assuming  that  the  nominal  moment  capacity  MN  is  less  than  1 .2 
times  the  cracking  moment  MCr  and  single  crack  conditions  as  described  in  Sec¬ 
tion  4.3.2.  The  plastic  hinge  length  lp  is  at  a  minimum  and  equal  to 


lp  =  030 fy  dh  =  0.30  (40)  (1.00)  =  12.0  in.,  and 


(4.20) 


Sn  =  (<t>u  -  <]),)  lp  (1  -  0.5  lp)  =  (0.004032  -  0.000092)  12  (222  -  6)  =  10.2  in.  (4.21) 


With  respect  to  the  single  crack  issue,  testing  performed  by  the  Corps  related 
to  lightly  reinforced  intake  towers  (Dove  1998,  2000)  indicated  that  the  width  of 
the  single  crack  for  lightly  reinforced  members  was  independent  of  the  bar 
diameter.  Testing  however  was  limited  to  #3,  #4,  and  #5  reinforcing  bars.  The 
ultimate  crack  width  Cv  as  determined  by  experimental  testing  per  Dove  (2000) 
was  equal  to 

Cv=  0.175913  +  1.03506  (%)  (in.)  (4.22) 

where  equals  the  ultimate  rupture  strain  of  the  reinforcing  steel,  which  is  taken 
as  5  percent  for  structures  subjected  to  earthquake  loading.  Therefore  Cu,  the 
width  of  the  single  crack  as  expressed  by  Equation  4.22,  is  equal  to  0.23  in. 

By  Dove  (2000),  the  ultimate  displacement  capacity  Su,  neglecting  the  elastic 
contribution  prior  to  first  yield,  is 

8^  =  (Cv  -r  L)  1  =  (0.23  +  18)  (222)  =  2.84  in.  (4.23) 

where  lw  is  the  depth  of  the  member,  or  1 8  in.  This  is  significantly  less  than  that 
determined  in  accordance  with  Priestley,1  but  still  greater  than  the  displacement 
demand  predicted  by  the  Veletsos  and  Younan  shear-beam  formulation. 

These  computations  suggest  that  retaining  walls  with  adequate  splice  and 
development  lengths  should  have  sufficient  displacement  capacity  to  resist  earth¬ 
quake  displacement  demands  under  conditions  when  residual  displacements  do 
not  build  up  with  each  additional  excursion  into  the  postyield  range.  A  proposed 
method  for  estimation  of  the  postyield  residual  displacement  build-up  is 
described  in  Section  3.5.7  and  Appendix  F. 


1  M.J.N.  Priestley,  1995,  “Criteria  Review  for  Corps  —  Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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4.5.2  FEMA  356  (2000)  LDP  analysis 

In  the  FEMA  356  (2000)  LDP  analysis,  a  linear  elastic  response  spectrum 
analysis  or  linear  elastic  time-history  analysis  is  used  to  determine  the  force  and 
displacement  demands  on  the  structural  system  under  investigation.  An  equal 
displacement  response  is  assumed,  i.e.  the  displacement  of  the  nonlinear  structure 
is  the  same  as  that  the  structure  would  experience  if  it  remained  elastic  during  the 
design  earthquake  event. 

Force-based  demand  to  capacity  evaluations  are  made  for  “brittle”  failure 
modes  (i.e.,  force-controlled  actions).  Performance  is  acceptable  if  force  demand 
to  force  capacity  ratio  (DCR)  is  less  than  one.  It  should  be  recognized,  however, 
that  capacity  often  will  decrease  as  greater  displacement  ductility  demands  are 
made  on  the  structure. 

Displacement-based  demand  to  capacity  evaluations  are  made  for  “ductile” 
failure  modes  (i.e.,  displacement-controlled  actions).  Flexure  is  the  primary 
displacement-controlled  action  of  interest.  Performance  is  acceptable  if  the  dis¬ 
placement  demand  to  displacement  capacity  ratio  (DCR)  is  less  than  one.  Since 
an  equal  displacement  response  is  assumed,  a  force-based  (i.e.,  moment-based  for 
a  flexural  response)  DCR  evaluation  can  be  made  with  the  resulting  DCR  indi¬ 
cating  the  displacement-ductility  demand  on  the  structural  component  under 
investigation.  This  DCR  would  be  the  ratio  of  the  moment  demand  from  a 
response  spectrum,  or  time-history  analysis,  divided  by  the  nominal  (yield) 
moment  capacity  of  the  member.  The  DCR  to  meet  performance  objectives 
should  be  less  than  the  displacement  ductility  capacity  of  the  member  as  deter¬ 
mined  previously,  or  as  indicated  by  the  m- factors  prescribed  for  reinforced  con¬ 
crete  structures  in  Chapter  6  of  FEMA  356  (2000).  The  m-factor  is  a  measure  of 
the  expected  displacement  ductility  of  a  particular  member  under  prescribed 
loading  parameters.  It  would  be  difficult  to  adapt  the  FEMA  LDP  analysis  to 
cantilever  retaining  wall  systems,  since  displacement  demands  are  a  function  of 
both  dynamic  and  static  earth  pressures,  and  because  the  analytical  model  must 
include  both  a  structural  and  soil  system  and  their  interaction. 

4.5.3  FEMA  356  (2000)  NSP  analysis 

The  FEMA  356  (2000)  NSP  analysis  is  a  “pushover”  type  static  analysis,  in 
which  an  analytical  model  representing  the  structure  is  loaded  incrementally  until 
plastic  hinging  (yielding)  occurs.  The  applied  loading  is  distributed  to  provide 
displacements  representing  those  associated  with  first  mode  response.  As  hinges 
develop  in  members,  the  associated  system  stiffness  is  modified  to  reflect  the 
stiffness  reduction  that  occurs  with  the  onset  of  yielding.  The  displacement 
demands  on  the  system  are  represented  by  a  “target”  displacement  8,  that  is 
determined  based  on  the  first  mode  spectral  acceleration  response  of  the  system, 
or 


5,=  Co  Ci  C2  C3  Sa  [{Tef  4-  4m2] 


(4.24) 


where 
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Te  =  Fundamental  period  of  vibration  based  on  the  effective  stiffness  of 
the  structural  system 

Sa  =  Spectral  acceleration  of  the  design  earthquake  for  period  Te 

The  term  Sa  [(T,,f  h-  4tt2]  converts  spectral  acceleration  to  spectral  displace¬ 
ment  and 

Co  =  modification  factor  to  relate  spectral  displacement  to  inelastic  dis¬ 
placement  at  the  top  of  the  structure 

Ci  =  modification  factor  to  relate  “top  of  structure”  inelastic  displacement 
to  displacement  obtained  for  the  elastic  response  obtained  by  pseudo¬ 
lateral  load  analysis,  response  spectrum  analysis,  or  linear  elastic 
time-history  analysis 

C2  =  modification  factor  to  represent  the  effects  of  severe  strength 
deterioration  (i.e.,  pinched  hysteresis  curve) 

C3  =  modification  factor  to  account  for  any  second-order  displacement  (P 
•  A)  effects 


Performance  is  considered  acceptable  when  it  is  possible  to  push  the  struc¬ 
ture  to  the  target  displacement  level  without  exceeding  various  plastic  hinge 
rotational  capacities  as  defined  for  reinforced  concrete  members  in  Chapter  6  of 
FEMA  356  (2000). 

A  FEMA  356  (2000)  NSP  displacement-based  analysis  is  illustrated  in 
Figure  4.7. 


Figure  4.7  FEMA  356  (2000)  NSP  analysis  load-displacement  curve 


The  FEMA  NSP  analysis  provides  a  visual  description  of  the  load- 
deformation  characteristics  of  the  structure  and  the  amount  of  displacement 
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ductility  required  to  meet  earthquake  displacement  demands.  Assuming  the  fun¬ 
damental  period  of  the  retained  soil-wall  system  T1  can  be  estimated  using  the 
Veletsos  and  Younan  (1997)  shear  beam  model: 


T, 


(4.25) 


Then,  using  the  FEMA  NSP  approach  it  would  be  possible  to  estimate  the 
displacement  demands  on  the  retaining  wall.  This  approach  is  illustrated  in 
Appendix  F. 

In  addition  to  FEMA  356  (2000),  information  on  the  NSP  analysis  can  be 
found  in  Whittaker  et  al.  (1998). 


4.5.4  ATC  40  (1996)  CSM  analysis 

The  capacity  spectrum  analysis  is  another  type  of  NSP  pushover  analysis.  In 
this  case  the  load-displacement  response  of  the  structural  system  is  converted  to 
spectral  acceleration-spectral  displacement  response  and  compared  directly  to 
the  demands  of  the  design  earthquake  as  represented  by  a  design  response  spec¬ 
trum.  The  more  recent  application  of  a  CSM  analysis  is  described  in  ATC  40 
(1996).  A  description  and  evaluation  of  the  CSM  is  also  presented  in  Chopra  and 
Goel  (2000). 

Unique  to  the  ATC  40  (1996)  methodology  is  that  the  viscous  damping  ratio 
used  to  obtain  the  spectral  demands  of  the  design  earthquake  is  related  to  the  dis¬ 
placement  ductility  demand  on  the  system.  The  process  therefore  becomes  an 
iterative  one  reconciling  displacement  demand,  which  is  a  function  of  effective 
damping,  with  displacement  ductility  performance  or  with  the  load-displacement 
performance  of  the  structural  system.  Two  iterative  techniques  are  described  in 
Chopra  and  Goel  (2000).  The  report  indicates  that  the  ATC  40  (1996)  CSM  pro¬ 
cedures  are  deficient  relative  to  even  the  elastic  design  spectrum  approach  in 
estimating  the  peak  deformation  of  an  inelastic  system  where  the  effective  period 
of  the  system  is  in  either  the  velocity-sensitive  or  displacement-sensitive  range  of 
the  spectrum.  For  this  and  other  reasons  already  cited,  the  CSM  procedure  is  not 
considered  as  one  that  would  be  useful  in  a  performance-based  seismic  evalua¬ 
tion  of  retaining  walls. 

The  CSM  procedure  is  illustrated  in  Figure  4.8. 

Performance  objectives  are  assumed  to  have  been  satisfied  if  the  system  has 
sufficient  displacement  ductility  capacity  to  reach  the  point  indicated  in  Fig¬ 
ure  4.8  where  capacity  is  reconciled  with  demand. 
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Figure  4.8  CSM  analysis  curve 


4.6  Evaluating  Performance  of  Retaining  Wall 
Systems 

The  focuses  of  this  report  are  the  earth-retaining  L-walls  and  T-walls  that 
border  spillway  channels,  outlet  works  channels,  and  other  flood-control  dis¬ 
charge  channels.  It  is  anticipated  these  structures  will  be  founded  on  and  back¬ 
filled  with  competent  materials  and  that  these  materials  will  not  be  susceptible  to 
liquefaction.  As  such  it  is  assumed  that  if  the  wall  displacements  due  to  sliding, 
rotation,  or  stem  wall  yielding  are  kept  within  acceptable  limits,  settlements  in 
the  retained  soil  will  also  be  within  acceptable  limits.  What  is  considered  to  be  an 
acceptable  limit  with  respect  to  the  horizontal  displacement  at  the  top  of  a  spill¬ 
way,  outlet  works,  or  flood-control  channel  retaining  wall  is  a  matter  of  judgment 
and  highly  dependent  on  project  post-earthquake  operational  requirements.  It  is 
anticipated  that  on  most  Corps  projects  any  earthquake  damage  to  retaining  walls 
will  be  repairable,  and  that  repairs  can  be  made  in  time  to  meet  flood  discharge 
and  other  flood  routing  operational  requirements.  For  these  projects  it  is  neces¬ 
sary  only  to  assure  that  potential  earthquake-induced  force  and  displacement 
demands  will  not  lead  to  a  collapse  mechanism  that  could  result  in  loss  of  life.  In 
special  circumstances  on  power  projects  or  flood-control  projects  with  a  conser¬ 
vation  pool,  it  may  be  necessary  to  expeditiously  draft  the  pool  following  a  major 
earthquake.  For  instance,  the  reason  for  this  may  be  to  protect  against  the  post¬ 
earthquake  failure  of  an  embankment  dam  damaged  by  the  earthquake.  In  such  a 
case  earthquake-induced  displacement  demands  on  the  retaining  walls  could 
create  abrupt  offsets  in  the  outlet  channel.  These  offsets  could  lead  to  cavitation 
damage,  or  otherwise  limit  the  ability  to  draft  the  pool  in  a  timely  manner. 
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4.6.1  Capacity  to  demand  evaluation  for  force-controlled  actions 


All  potential  brittle  failure  mechanisms  (i.e.,  force-controlled  actions)  should 
be  examined  to  assure  that  their  force  capacity  is  equal  to  or  greater  than  the 
force  demands  generated  by  the  MDE.  This  process  is  demonstrated  in 
Appendix  F. 


4.6.2  Displacement-based  evaluations 

Displacement  demands  on  retaining  wall  systems  resulting  from  an  MDE 
event  should  be  evaluated  to  assure  that  they  will  not  create  a  collapse  mecha¬ 
nism  or  otherwise  impair  the  post-earthquake  ability  of  the  project  to  draft  the 
pool  or  meet  other  flood  routing  requirements.  Displacement  demands  due  to 
possible  sliding,  rotation,  and  stem  wall  yielding  should  all  be  considered.  Slid¬ 
ing  and  rotational  demands  can  be  estimated  using  CWRotate  (Ebeling  and 
White,  in  preparation).  Enhancements  to  CWRotate  are  proposed  herein  to  pro¬ 
vide  a  means  for  estimating  the  upper  bound  residual  (permanent)  displacement 
that  may  develop  as  a  result  of  stem  wall  yielding.  A  process  that  may  be  useful 
in  estimating  this  upper  bound  permanent  displacement  is  illustrated  in 
Appendix  F. 
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5  Summary,  Conclusions, 
and  Recommendations 


5.1  Summary 

There  is  much  yet  to  be  learned  regarding  the  external  and  internal  response 
of  earth  retaining  structures  to  earthquake  ground  motions.  The  two  external 
responses  are  sliding  and  rotation.  A  time -history  evaluation  of  these  responses 
can  be  performed  using  CWRotate  (Ebeling  and  White,  in  preparation).  In  addi¬ 
tion  to  the  two  external  responses,  an  internal  response  involving  flexural  yield¬ 
ing  at  the  base  of  the  stem  wall  is  possible.  Once  any  one  of  these  three  responses 
occurs,  it  is  presumed  that  the  other  two  responses  will  be  suppressed.  This  report 
is  directed  toward  the  force-based  and  displacement-based  evaluation  of  a 
response  dominated  by  yielding  at  the  base  of  the  stem  wall.  This  is  the  region 
where  plastic  hinging  is  most  likely  to  develop  during  major  earthquake  events. 
The  external  sliding  and  rotational  responses  are  the  subject  of  Ebeling  and 
White  (in  preparation). 

This  report  first  covered  the  general  behavior  of  structures  and  structural 
systems  to  earthquake  ground  motions,  and  then  described  a  few  simple  proce¬ 
dures  often  used  for  evaluating  the  performance  of  structures  such  as  buildings 
and  bridges,  i.e.,  systems  not  subject  to  soil-structure  interaction. 

The  seismic  evaluation  of  earth  retaining  wall  structures  is  much  more  com¬ 
plex  due  to  soil-structure  interaction  effects.  The  Mononobe-Okabe  equation  is 
considered  the  standard  for  design  and  evaluation  of  retaining  structures  subject 
to  earthquake  ground  motions  and  active  limit-state  conditions.  This  simple 
pseudostatic  procedure  is  described  in  Ebeling  and  Morrison  (1992)  and  Seed 
and  Whitman  (1970).  A  flexible  cantilever  wall  procedure  described  in  Veletsos 
and  Younan  (1997)  is  of  special  interest  because  it  provides  a  methodology  for 
assessing  displacement  demands  on  retaining  wall  systems  dominated  by  a  stem 
wall  yielding  response.  Both  the  pseudostatic  procedure  and  the  flexible  canti¬ 
lever  wall  procedure  are  discussed  in  the  report  and  illustrated  in  the  examples 
contained  in  the  appendices. 

For  retaining  wall  systems  dominated  by  stem  wall  yielding  it  is  necessary 
first  to  determine  if  there  are  any  brittle  failure  mechanisms  that  can  lead  to  col¬ 
lapse  of  the  retaining  wall  during  the  design  earthquake  event.  This  process  is 
described  in  the  report  and  illustrated  in  the  appendices.  Brittle  failure 
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mechanisms  are  evaluated  by  comparing  the  force  demands  due  to  static  earth 
and  dynamic  earth  pressures  on  various  retaining  wall  components  (i.e.,  footing 
and  stem  wall)  with  the  capacity  of  those  components.  Earth  pressure  demands 
can  be  based  on  active  limit-state  conditions  and  the  Mononobe-Okabe  equation 
approach  as  modified  by  Seed  and  Whitman  (1970).  It  is  anticipated  earth  pres¬ 
sure  demands  will  be  determined  using  CWRotate  since  it  could  provide  these 
force-based  demands  whether  the  retaining  wall  is  dominated  by  a  sliding 
response,  rotational  response,  or  stem  wall  yielding  response.  Assuming  brittle 
failure  mechanisms  and  collapse  of  the  retaining  wall  are  prevented,  it  then 
becomes  necessary  to  determine  if  residual  displacements  due  to  sliding,  rotation, 
or  stem  wall  yielding  might  jeopardize  post-earthquake  project  operations. 
CWRotate  provides  permanent  displacement  demands  for  responses  dominated 
by  either  sliding  or  rotation.  Enhancements  to  C  WRotate  are  recommended  so  it 
will  also  provide  estimates  of  permanent  displacements  for  a  response  dominated 
by  stem  wall  yielding.  One  possible  approach  is  described  in  Appendix  F. 


5.2  Conclusions 

Reinforced  concrete  retaining  wall  structures  are  first  sized  and  designed  for 
static  earth  pressure  conditions.  The  margin  of  safety  against  a  lateral  load  failure 
provides  significant  reserve  capacity  to  resist  earthquake  loadings.  The  margin  of 
safety  is  greater  for  Corps-designed  retaining  walls  than  for  walls  designed  for 
typical  use  in  building  and  highway  construction.  It  is  anticipated  that  because  of 
their  reserve  lateral  load  capacity,  almost  all  retaining  walls  in  low  or  moderate 
earthquake  hazard  zones  and  most  Corps  retaining  walls  in  even  moderate  to  high 
earthquake  hazard  zones  should  perform  reliably  without  experiencing  a  brittle 
failure.  The  possible  exception  is  older  walls  that  have  deteriorated  with  time  or 
older  walls  that  have  reinforcing  steel  with  inadequate  splice  and  development 
lengths.  Methods  applicable  to  the  design  of  Corps  retaining  walls  (past  and 
present)  are  described  and  illustrated  in  the  report  and  appendices.  Force-based 
demands  can  be  obtained  from  a  CWRotate  analysis.  Permanent  displacements 
required  for  a  performance-based  analysis  can  also  be  obtained  from  CWRotate 
for  responses  dominated  by  either  sliding  or  rotation.  Enhancements  are  needed 
to  provide  displacement  demands  for  a  response  dominated  by  stem  wall 
yielding. 


5.3  Recommendations 

Specific  seismic  evaluation  methodologies  are  described  and  demonstrated  in 
the  report.  Forces  (i.e.,  moments  and  shears)  to  be  obtained  from  CWRotate  are 
recommended  for  use  in  evaluating  brittle  failure  mechanisms  associated  with 
responses  dominated  by  either  sliding  or  rotation.  The  Mononobe-Okabe  equa¬ 
tion  approach  as  given  in  Ebeling  and  Morrison  ( 1 992)  to  determine  the  value  for 
PAE  with  its  point  of  application  determined  using  the  approach  proposed  by  Seed 
and  Whitman  (1970)  is  the  force-based  methodology  recommended  for  use  in  the 
evaluation  of  brittle  failure  mechanisms  associated  with  a  response  dominated  by 
stem  wall  yielding.  This  too  should  be  made  a  part  of  a  C  WRotate  analysis. 
Displacement-based  methodologies  recommended  for  use  in  the  performance 
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evaluation  of  responses  dominated  by  sliding  or  rotation  are  those  described  in 
Ebeling  and  White  (in  preparation)  and  contained  in  CWRotate.  The  displace¬ 
ment  demands  associated  with  a  response  dominated  by  stem  wall  yielding  are  in 
need  of  further  research  and  development.  A  proposed  residual  displacement 
approach  is  described  in  the  report  and  illustrated  in  Appendix  F.  This  approach 
is  based  on  the  flexible  wall  model  proposed  by  Veletsos  and  Younan  (1997). 
Some  aspects  of  this  approach  need  further  development  with  the  final  method¬ 
ology  verified  using  other  stress-deformation  methods  and  experimental  testing. 
Although  some  aspects  of  this  formulation  are  speculative,  the  authors  of  this 
report  believe  that  the  approach  described  contains  the  essential  fundamental 
features  to  characterize  the  response. 

Earthquake  damage  can  be  tolerated  if  displacement  demands  are  within  the 
displacement  capacity  of  the  structural  system  and  certain  brittle  (nonductile) 
modes  of  failure  are  prevented.  This  is  the  premise  of  the  performance-based 
earthquake  engineering  approach  presented  in  this  report.  The  displacement 
capacities  for  walls  with  adequate  reinforcing  steel  lap  and  development  lengths 
appear  to  be  sufficient  to  resist  residual  displacement  demands  associated  with 
major  earthquake  events  and  a  response  dominated  by  stem  wall  yielding. 
Elowever,  older  walls  with  insufficient  lap  and  development  lengths  may  be  sus¬ 
ceptible  to  failure  during  a  major  earthquake  event.  Walls  with  a  “weak  bond” 
condition  due  to  the  deficiencies  cited  are  also  in  need  of  further  research.  This 
research  should  be  directed  toward  developing  a  methodology  for  reliably  esti¬ 
mating  their  displacement  capacity. 
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Appendix  A 

Historical  Perspective  —  Corps 
Reinforced  Concrete  Design 
Methodologies 


A.1  Reinforced  Concrete  Design 

Many  Corps  projects  date  back  to  the  early  1900’s.  Therefore,  it  is  important 
that  engineers  evaluating  the  seismic  vulnerability  of  these  older  structures 
understand  aspects  related  to  the  following: 

•  Concrete  and  reinforcing  steel  material  properties  used  in  their  design. 

•  Codes  and  guidance  governing  their  design. 

A.2  Material  Properties 

The  year  in  which  a  Corps  project  was  constructed  will  have  significant 
influence  on  how  it  will  perform  when  subjected  to  earthquake  ground  motions. 
Historical  information  on  material  properties  valuable  in  assessing  seismic  per¬ 
formance  is  provided  in  Chapter  6  of  Federal  Emergency  Management  Agency 
(FEMA)  356  (2000). 1  Default  strength  and  yield  properties  from  FEMA  356 
(2000)  that  are  useful  in  the  preliminary  seismic  assessment  of  older  Corps 
structures  are  presented  in  the  tables  in  this  appendix.  Additional  information 
may  be  available  on  the  contract  drawings  or  in  the  contract  specifications.  In 
many  instances,  sampling  and  testing  will  be  required  to  confirm  that  strengths 
are  the  same  as  those  originally  assumed  for  preliminary  seismic  evaluations. 


A.2.1  Reinforcing  steel 

In  the  early  1900’s  the  reinforcing  steel  could  consist  of  plain  round  bars, 
twisted  square  bars,  or  round  and  square  bars  with  “low  bond”  deformations. 


1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 
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Many  of  these  early  bars  were  patented  or  part  of  patented  reinforcing  systems 
(Loov  1991).  The  term  low  bond  is  used  to  distinguish  these  bars  from  the  “high 
bond”  deformation  type  reinforcing  steel  that  became  common  in  1 947  and  basi¬ 
cally  unchanged  to  the  present  day  (Concrete  Reinforcing  Steel  Institute  2001). 
Information  useful  to  the  evaluation  of  older  reinforced  concrete  structures,  in 
addition  to  FEMA  356  (2000),  can  be  found  in  Concrete  Reinforcing  Steel  Insti¬ 
tute  (2001).  Use  of  this  information  with  respect  to  evaluating  the  seismic  per¬ 
formance  of  older  structures  is  discussed  in  Appendix  B.  Table  A.l  provides  ten¬ 
sile  and  yield  properties  of  reinforcing  bars  for  various  years.  Table  A.2  provides 
tensile  and  yield  properties  of  reinforcing  bars  for  various  American  Society  for 
Testing  and  Materials  (ASTM)  designations. 


Table  A.  1 

Default  Lower-Bound  Tensile  and  Yield  Properties  of  Reinforcing  Bars  for  Various 
Periods1  (after  Table  6-1 ,  FEMA  356  (2000)) 


Year 

Grade 

Structural2 

Intermediate2 

Hard2 

60 

70 

75 

33 

40 

50 

Minimum  Yield,  psi 

33,000 

40,000 

50,000 

60,000 

70,000 

75,000 

Maximum  Yield,  psi 

55,000 

70,000 

80,000 

90,000 

95,000 

100,000 

1911-1959 

X 

X 

X 

1959-1966 

X 

X 

X 

X 

X 

1966-1972 

X 

X 

X 

1974-1987 

X 

X 

X 

X 

1987-Present 

X 

X 

X 

X 

X 

1  x  =  grade  was  available  in  those  years. 

2  The  terms  structural,  intermediate  and  hard  became  obsolete  in  1968. 


A.2. 2  Concrete 

Concrete  properties  and  strength  are  also  dependent  on  the  time  frame  in 
which  construction  occurred.  Many  older  structures  are  not  air  entrained  and 
therefore  may  have  suffered  freeze-thaw  deterioration.  A  condition  assessment  is 
always  an  important  part  of  any  seismic  evaluation.  Table  A.  3  provides  lower- 
bound  compressive  strengths  for  structural  concrete  for  various  time  periods. 


A.2. 3  Probable  versus  lower-bound  strength 

The  probable  strength  of  materials  used  in  construction  is  generally  greater 
than  the  lower-bound  strength  values  used  for  design.  FEMA  356  (2000)  pro¬ 
vides  information  to  relate  expected  strengths  of  concrete  and  reinforcing  steel  to 
their  lower-bound  design  basis  values.  This  information  is  provided  in  Table  A.4. 


A-2 


Appendix  A  Historical  Perspective  —  Corps  Reinforced  Concrete  Design  Methodologies 


Table  A.2 

Default  Lower-Bound  Tensile  and  Yield  Properties  of  Reinforcing  Bars  for  ASTM 
Specifications  and  Periods1  (after  Table  6-2,  FEMA  356  (2000)) 


ASTM 

Desig.3 

Steel  Type 

Year  Range 

A15 

Billet 

1911-1966 

A16 

Rail4 

1913-1966 

A61 

Rail4 

1963-1966 

A160 

Axle 

1936-1964 

A160 

Axle 

1965-1966 

A408 

Billet 

1957-1966 

A431 

Billet 

1959-1966 

A432 

Billet 

1959-1966 

A615 

Billet 

1968-1972 

A615 

Billet 

1974-1986 

A615 

Billet 

1987-1997 

Rail4 

1968-1997 

A617 

Axle 

1968-1997 

A706 

Low-Alloy 

1974-1997 

A955 

Stainless 

1996-1997 

ASTM  Grade 

Structural2 

Intermediate2 

Hard2 

33 

40 

50 

Minimum 

Yield,  psi 

33,000 

40,000 

50,000 

Maximum 
Yield,  psi 

55,000 

70,000 

80,000 

80,000  90,000  95,000  100,000 


1 .  x  =  grade  was  available  in  those  years. 

2.  The  terms  structural,  intermediate  and  hard  became  obsolete  in  1968. 

3.  ASTM  steel  is  marked  with  the  letter  “W.” 

4.  Rail  Bars  are  marked  with  the  letter  “R.” 

5.  Bars  marked  “s”  (ASTM  616)  have  supplementary  requirements  for  bend  tests. 


Table  A.3 

Default  Lower-Bound  Compressive  Strength  of  Structural  Concrete  (psi)  (after  Table  6-3, 
FEMA  356  (2000)) 


Time  Frame 


1900-1919 


1920-1949 


1950-1969 


1970-Present 


Footings 


1000-2500 


1500-3000 


2500-3000 


3000-4000 


Beams 


2000-3000 


2000-3000 


3000-4000 


3000-5000 


Slabs 


1500-3000 


2000-3000 


3000-4000 


3000-5000 


Columns 


1500-3000 


2000-3000 


3000-4000 


3000-10000 


Walls 


1000-2500 


2000-3000 


2500-4000 


3000-5000 


Table  A.4 

Factors  to  Translate  Lower-Bound  Material  Properties  to  Expected 
Strength  Material  Properties  (after  Table  6-4,  FEMA  356  (2000)) 

Material  Property 

Factor 

Concrete  compressive  strength 

1.50 

Reinforcing  steel  tensile  and  yield  strength 

1.25 

Connector  steel  yield  strength 

1.50 
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A.3  Reinforced  Concrete  Design  Codes  and  Corps 
Guidance 


The  safety  provisions  contained  in  the  various  American  Concrete  Institute 
(ACI)  building  design  codes  and  Corps  guidance  are  in  part  based  on  the 
following: 

•  Testing  of  the  strength  and  other  physical  properties  of  concrete  and  rein¬ 
forcing  steel. 

•  Testing  of  structural  members  and  systems. 

•  Past  failures  and  lessons  learned. 

•  Sound  engineering  judgment. 

Although  the  probability  of  failure  can  be  determined  with  respect  to  given 
members  under  well-defined  loading  parameters,  it  is  not  practical  to  assign  a 
probability  of  failure  to  a  given  structure  designed  and  constructed  to  code 
requirements  because  of  the  following  factors  (Cornell  1969): 

•  Difficulties  in  correlating  lab  strength  with  in-place  strengths. 

•  Local,  long-term,  and  nonlinear  stress  distributions. 

•  Assumed  loads  and  load  distributions  versus  actual  loads  and  load 
distributions. 

•  Combined  moment,  shear,  and  torsion  effects. 

Establishing  a  probability  of  failure  becomes  even  more  difficult  when  soil- 
structure  interaction  occurs.  However,  with  all  the  problems  involved  in  estab¬ 
lishing  a  probability  of  failure,  or  other  stated  performance  objective,  the  use  of 
probability  theory  and  analysis  has  become  the  basis  for  establishing  the  load  and 
resistance  factors  common  to  the  modern-day  ACI  ultimate  strength  design 
(USD)  code.  Up-to-date  code  and  guidance  requirements  are  used  to  evaluate  the 
performance  of  existing  structures  when  subjected  to  earthquake  ground  motions. 
The  probabilistic  basis  for  this  guidance  is  discussed  in  Section  A.3. 5.  First, 
however,  a  brief  history  of  design  guidance,  past  to  present,  is  provided  to  give 
evaluators  a  general  understanding  of  the  type  of  methodologies  used  for  the 
design  of  older  structures.  A  methodology  used  for  the  design  of  an  older  retain¬ 
ing  wall  structure  is  illustrated  in  Appendix  D.  The  resulting  design  is  compared 
to  a  design  performed  under  current  Corps  guidance.  Potential  deficiencies  in 
older  designs  are  discussed  in  Appendix  B. 


A.3.1  Design  of  Corps  reinforced  concrete  hydraulic  structures 

Over  the  years  Coips  practice  in  the  design  of  reinforced  concrete  hydraulic 
structures,  with  some  notable  exceptions,  followed  the  guidance  contained  in 
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“Building  Code  Requirements  for  Reinforced  Concrete”  (ACI  2002).  This  is  a 
code  that  is  continually  updated  by  the  ACI  318  Committee.  Therefore,  Corps 
design  requirements  changed  as  required  to  keep  pace  with  changes  in  the  ACI 
Code.  The  most  notable  changes  occurred  with  the  shift  from  a  working-stress 
design  (WSD)  based  code  to  an  ultimate  strength-based  design  (USD)  code. 
Other  major  changes  occurred  over  the  years  with  respect  to  many  of  the  ACI 
code  design  provisions,  including  the  following: 

•  Flexural  capacity. 

•  Shear  capacity. 

•  Anchorage,  development,  and  lap  splice  lengths. 

•  Combined  bending  and  axial  load. 

•  Load  and  resistance  factors  for  USD. 

The  Corps  requirements  for  reinforced  concrete  hydraulic  structures  used  the 
ACI  code  as  the  basis  for  design  but  imposed  additional,  more  stringent  require¬ 
ments  to  assure  serviceability  under  the  severe  environmental  conditions  associ¬ 
ated  with  water  containment,  water  pressure,  and  high-velocity  water  flow. 

A.3.1.1  Working  stress  design  for  Corps  hydraulic  structures.  Working- 
stress  design  was  used  within  the  Corps  until  the  early  1970s.  During  the  WSD 
years  the  Corps  required  the  maximum  allowable  compressive  stress  in  the 
concrete  to  be  35  percent  of  the  specified  compressive  strength  ( 0.35  f'c ).  The 
ACI-WSD  code  recommended  a  value  equal  to  45  percent  of  the  specified 
compressive  strength  ( 0.45  /)' ).  Corps  working  stress  design  requirements  were 
specified  in  EM  1110-1-2101,  “Working  Stresses  for  Structural  Design.”1  Listed 
as  hydraulic  structures  in  this  EM  were  the  following: 

•  Stilling  basin  slabs  and  walls. 

•  Concrete-lined  channels. 

•  Exterior  portions  of  powerhouses. 

•  Spillway  piers. 

•  Spray  walls  and  training  walls. 

•  Flood  walls. 

•  Intake  and  outlet  structures  below  maximum  high  water  and  wave  action. 

•  Lock  walls  and  guide  and  guard  walls. 

•  Retaining  walls  subject  to  contact  with  water. 

Allowable  stresses  in  the  reinforcement  were  to  be  in  accordance  with  the 
ACI  Building  Code  except  the  allowable  tension  in  deformed  bars  with  a  yield 
strength  of  60,000  psi  or  more  was  not  to  exceed  20,000  psi.  Illustrated  in 


1  Working  stress  design  guidance  discussed  in  this  section  is  taken  from  the  1963  version 
of  EM  1110-1-2101,3  Corps  document  that  is  no  longer  in  publication. 
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Appendix  D  is  a  working  stress  design  for  a  retaining  wall.  Table  A.  5  contains 
typical  allowable  stress  design  information  applicable  to  hydraulic  structures. 


Table  A.5 

Typical  Allowable  Unit  Stresses  for  Concrete  (WSD) 

Description 

Allowable  Unit  Stress 

Flexure  -  extreme  fiber  in  compression  (fc) 

0.35  fc 

Shear  as  a  measure  of  diagonal  tension  (v0) 

0.03  fc 

Bond  (p) 

0.10 

Bond  -  Top  Bars  (p) 

0.01fo 

Flexure  is  used  to  illustrate  the  WSD  approach.  A  flexural  analysis  is  per¬ 
formed  herein  for  the  retaining  wall  in  Appendix  D.  The  wall  in  Appendix  D  was 
designed  using  WSD  methods.  This  is  done  to  provide  evaluators  with  the  termi¬ 
nology  and  methodology  used  in  the  design  of  older  Corps  hydraulic  structures. 
The  following  assumptions  are  used  in  a  working  stress  design  or  analysis  for 
flexure: 

•  Plane  section  before  bending  remains  plane  after  bending  (i.e.,  strains 
vary  linearly  across  the  depth  of  the  section). 

•  Stresses  are  proportional  to  strain. 

•  Tensile  strength  of  the  concrete  is  neglected. 

•  Strain  is  transferred  through  bond  in  the  cracked  section  (i.e.,  the  stress 
in  the  equivalent  transformed  section  is  fs  h-  n,  where  n  is  the  modular  ratio  of 
steel  to  concrete). 

•  Equilibrium  must  be  satisfied  (i.e.,  XF  =  0,  XM  =  0) 

These  assumptions  are  applied  to  the  analysis  of  the  Appendix  D  retaining 
wall  stem  where  it  intersects  with  the  base  slab  (Figure  A.l). 


A.3.1.2  WSD  analysis  computations.  Determine  neutral  axis  location  by 
taking  moments  of  areas  about  the  centroidal  axis  of  the  cracked  section.1 


b(kd) 


'  kd^ 

l~2~. 


nAs  (d  -kd) 


6k2  (15.5)2  =  9.2 (1.58) (15.5 -1 5. 5£) 
1441. 5£2  +  2253k  -  225.3  =  0 


1  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 
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Figure  A.1  WSD  analysis  of  Appendix  D  stem  wall 


-225.31^(225.3)  -  4(l441.5)(225.3)  ^ 

2(1441.5) 


jd  -  d  -  —  -  15.5  - 
3 


0.31(15.5) 


=  13.4  in.  j  =  0.865 


Moment  of  tensile  force  about  C 


MT  =  Asfsjd=  1.58  (20,000)  (13.4)  =  423,440  in.-lb  =  35.28  ft-kips  <-  Governs 


Moment  of  compressive  force  about  T 

Mc  =  0.5  fc  kjbd 2  =  0.5  (1350)  (0.31)  (0.865)  (12)  (15.5)2  =  521,827  in.-lb  = 
43.49  ft-kips 


The  allowable  stress  requirement  for  the  reinforcing  steel  controls  the  allow¬ 
able  service  load  moment,  and  therefore  the  allowable  service  load  moment  by 
WSD  is  equal  to  35.28  ft-kips. 

A.3.1.3  Ultimate  strength  design  (USD)  for  Corps  hydraulic  structures. 

In  the  early  1970’s  the  Corps  switched  from  WSD  to  USD.  The  initial  guidance 
followed  the  ACI  Building  Code  (ACI  2002),  except  additional,  more  stringent 
requirements  were  imposed  to  assure  the  resulting  USD,  for  reasons  of  semice- 
ability,  provided  results  matching  those  that  would  be  obtained  by  the  old  WSD. 
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This  guidance  was  presented  in  EM  1 1 10-2-2 103. 1  EM  1 110-2-2103  included 
several  provisions  intended  to  produce  designs  similar  to  the  old  WSD  method. 
Eligher  load  factors  were  used.  For  instance  the  Coips  usual  loading  condition  for 
dead  D  +  live  L  load  had  the  following  ultimate  strength  requirement  U: 


U=  1.5  D+  1.9  L 


where  the  AC1  Building  Code  required  that 
U=  1.40+  1.7 L 


In  addition  to  higher  load  factors,  EM  1 110-2-2103  required  that  USD  be 
based  on  yield  strengths  of  40,000  psi  and  48,000  psi  for  ASTM  Grade  40  and  60 
steels,  respectively.  The  AC1  Building  Code  permitted  a  yield  strength  of  60,000 
psi  for  ASTM  Grade  60  steel.  Design  aids  for  the  Corps  USD  methods  were  pre¬ 
sented  in  Liu  and  Gleason  (1981). 

EM  1 110-2-2104  (Headquarters,  U.S.  Army  Coips  of  Engineers 
(HQUSACE)  2003b)  was  issued  in  1992.  It  contains  the  current  Coips  USD 
guidance.  The  EM  1 110-2-2104  guidance  follows  recommendations  in  the  ACI 
Committee  350  Report,  first  titled  “Sanitary  Engineering  Concrete  Structures,” 
but  now  titled  “Environmental  Engineering  Concrete  Structures”  (ACI  Commit¬ 
tee  350  2003).  In  order  to  assure  a  durable  watertight  structure  the  ACI  Commit¬ 
tee  350  utilized  an  additional  sanitary  durability  coefficient,  which  was  to  be 
applied  to  the  ACI  (2002)  Building  Code  strength  requirements  U to  increase 
load  factor  requirements.  The  effect  of  this  coefficient  is  to  provide  better  crack 
control  by  reducing  service  load  stresses  in  the  reinforcing  steel  to  levels  consis¬ 
tent  with  allowable  WSD.  The  resulting  design  is  expected  to  limit  crack  widths 
to  about  0.010  in.  (Klein  et  al.  1981).  Additional  background  on  the  ACI  350 
Committee  USD  approach  to  durable  concrete  structures  can  also  be  found  in 
Klein  et  al.  (1981). 

The  Coips  adopted  the  ACI  Committee  350  (2003)  USD  approaches,  but 
identified  the  sanitary  durability  coefficient  as  a  hydraulic  factor  Hj.  For 
hydraulic  structures,  excluding  members  in  direct  tension,  the  ACI  Building 
Code  strength  requirements  U  are  to  be  multiplied  by  a  hydraulic  factor equal 
to  1.3,  or  the  hydraulic  structure  is  to  have  a  required  strength  Coequal  to  1.3  U. 
For  members  in  direct  tension  the  hydraulic  factor  increases  from  1.3  to  1.65  per 
ACI  350  Committee  recommendations.  In  EM  1 110-2-2104,  the  required 
strength  equations  in  the  ACI  Building  Code  are  used  to  obtain  U. 

The  hydraulic  factor  is  an  indirect  way  of  providing  stress  levels  in  the  rein¬ 
forcement  equivalent  to  those  obtained  by  ACI-WSD  methods.  Low  stress  levels 
promote  good  crack  control.  In  general,  Corps  structures  are  dominated  by  live 
load  requirements  (i.e.,  hydrostatic  pressure,  earth  pressure,  etc.).  For  flexure,  the 
hydraulic  factor  results  in  a  maximum  load  factor  of  1.3  (1.7)  =  2.21.  Since  the 
factor  of  safety  is  equal  to  the  load  factor  divided  by  the  strength  reduction  factor 


1  EM  1110-2-2103,  “Details  of  Reinforcement-Hydraulic  Structures,”  is  no  longer  in 
publication. 
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4>,  the  factor  of  safety,  FS  =  LF  4-  <j)  =  2.21  0.90  =  2.5.  This  means  that  when 

ASTM  Grade  60  steel  is  used,  the  service  load  stresses  in  the  steel  will  be 
approximately  equal  to  24,000  psi,  the  ACI-WSD  allowable  for  Grade  60  rein¬ 
forcing  steel. 

The  hydraulic  factor  method  does  not  mean  in  all  cases  that  crack  widths  will 
satisfy  performance  objectives.  AC1  Committee  224  (1980)  provides  equations 
that  can  be  used  to  predict  crack  width,  and  indicates  the  following  with  respect 
to  crack  control: 

•  Low  steel  stress  is  the  important  aspect. 

•  Bars  located  close  to  the  face  are  better  than  bars  located  far  from  the 
face. 

•  Small  bars  at  close  spacings  are  better  than  large  bars  at  wide  spacings. 

ACI  Committee  224  (1980)  also  provides  tolerable  crack  widths  for  various 
exposure  conditions.  These  are  indicated  in  Table  A.6. 


Table  A.6 

Tolerable  Crack  Widths  for  Reinforced  Concrete  (after  ACI 

Committee  224  1980) 

Exposure  Condition 

Tolerable  Crack  Width,  in. 

Dry  air  or  protective  membrane 

0.016 

Humidity,  moist  air,  soil 

0.012 

Deicing  chemicals 

0.007 

Seawater  and  saltwater  spray;  wetting  and  drying 

0.006 

Water  retaining  structures 

0.004 

Formulas  for  estimating  probable  maximum  crack  widths  are  also  provided 
in  ACI  Committee  224  (1980).  Using  Equation  4.1a  from  that  report  for  the  Fig¬ 
ure  A.2  steel  arrangement  (i.e.,  #  8  bars  at  6  in.  oc.,  As  =  1.58  in.2/ft),  the  prob¬ 
able  maximum  crack  width  uy  is 


wb  =0.091^^/?(/5-5)x10-3  =  0.091^/2.50(30)1. 18(24-5)xl0“3  =  0.0086  in. 


4  =  bottom  cover  to  center  of  bar  =  2.5  in. 

A  =  area  of  concrete  symmetric  with  reinforcing  steel  bar  =  30.00  in.2 
(Figure  A.2) 

P  =  ratio  of  distance  between  neutral  axis  and  tension  face  to  distance 
between  neutral  axis  and  centroid  of  reinforcing  steel  =  18.00  -  2.07 
4  18.00  -  2.07  -  2.50  =  16.24  4-  13.74  =  1.18 
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It  should  be  noted  that  in  addition  to  the  ACI  (2002)  Building  Code  strength 
requirement  equations,  the  Corps  permits  a  single  load  factor  method  (i.e.,  U  = 

1.7  (D  +  L)).  The  single  load  factor  method  facilitates  the  design  of  structures 
involving  soil-structure  interaction.  The  previous  more  stringent  load  factors  and 
yield  strength  requirements  in  the  old  EM  1 110-2-2103  no  longer  apply. 

As  with  WSD,  flexure  is  used  to  illustrate  the  USD  approach.  A  USD  flex¬ 
ural  analysis  will  be  made  of  the  retaining  wall  in  Appendix  D  designed  by 
WSD.  The  following  well-known  assumptions  are  used  in  a  USD  analysis  for 
flexure: 

•  Conditions  of  equilibrium  and  compatibility  of  strains  are  satisfied. 

•  Strain  in  the  reinforcing  steel  and  concrete  shall  be  assumed  directly  pro¬ 
portional  to  the  distance  from  the  neutral  axis. 

•  The  maximum  useable  strain  in  the  extreme  concrete  compression  fiber 
shall  be  assumed  equal  to  0.003. 

•  Stress  in  the  reinforcement  less  than  the  specified  yield  strength^,  for  the 
grade  of  steel  used  shall  be  taken  as  the  modulus  of  steel  Es  times  the 
steel  strain.  For  strains  greater  than  that  corresponding  to  the  specified 
yield  strength  fy,  the  stress  in  the  reinforcement  shall  be  considered 
independent  of  strain  and  equal  to  fy. 

•  Tensile  stress  of  the  concrete  shall  be  neglected. 

•  For  concrete  with  specified  compressive  strengths  f'c  less  than  4,000  psi, 
a  concrete  stress  of  0.85  f’c  shall  be  assumed  uniformly  distributed  over 
an  equivalent  compression  zone  bounded  by  the  edges  of  the  cross 
section  and  a  straight  line  located  parallel  to  the  neutral  axis  at  a  distance 
a  equal  to  0.85  times  the  neutral  axis  depth  c,  i.e.,  a  =  0.85c. 
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These  assumptions  are  applied  to  the  analysis  of  nominal  moment  capacity  of 
the  retaining  wall  stem  at  its  intersection  with  the  base  slab  (Figure  A.3). 


A.3.1.4  USD  analysis  computations.  Summing  forces  to  get  the  compres¬ 
sive  force  C  and  the  depth  of  the  stress  block  a: 


C  =  T  =  AsfY=  1.58  (40  ksi)  =  63.2  kips 


a  =  C  4  0.85  b  ( )  =  63.2  4  12  (3)  =  1.76  in. 


Summing  moments  about  the  compressive  force  C  to  get  the  nominal 
moment  capacity  MN : 


Mn=  T(d-  0.5 a)  =  63.2  (15.5  -  0.88)  =  924  in. -kips  =  77.0  ft-kips 


This  is  a  brief  summary  of  the  Corps  approach  in  the  design  of  reinforced 
concrete  hydraulic  structures  past  to  present.  Notice  that  the  retaining  wall 
designed  by  WSD  methods  provides  a  bending  moment  factor  of  safety  equal  to 
77.0  4-  35.28  =  2.18.  The  factors  of  safety  of  structures  designed  by  WSD  are 
variable,  but  generally  in  the  range  of  2.0  to  2.5. 

A.3. 1.5  Ultimate  strength  design  (USD)  per  ACI  318-02.  It  should  be 
noted  that  the  latest  ACI  (2002)  Building  Code  (ACI  318-02)  has  revised  their 
load  factor  combinations  to  be  consistent  with  American  Society  of  Civil  Engi¬ 
neers  (ASCE)  7-98  (ASCE  1998).  The  load  factors  and  resistance  factors  of  ACI 
318-02  are  established  based  on  probabilistic  methods  considering  the  likelihood 
that  the  loads  used  for  design  might  be  exceeded  during  the  life  of  the  structure 
and  the  likelihood  that  material  strength  used  for  design  may  be  less  than 
assumed.  The  probabilistic  approach  to  establishing  load  and  resistance  factors 
for  USD  is  discussed  in  the  following  section. 
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A.3.2  Probabilistic  basis  for  ACI  318-02  load  and  resistance  factors 


The  ACI-USD  design  safety  provisions  over  the  years  have  required  that  the 
design  loads  or  design  loading  effects  when  multiplied  by  Code-specified  load 
factors  must  be  equal  to  or  greater  than  nominal  resistances  multiplied  by  Code- 
specified  resistance  factors.  Load  factors  reduced  the  likelihood  that  the  nominal 
loads  assumed  for  design  would  be  exceeded  during  the  lifetime  of  the  structure 
(50  years).  Resistance  factors  reduced  the  likelihood  that  the  actual  strength 
would  be  less  than  the  nominal  strength  assumed  for  design. 

Variability  in  load  effects  is  due  to  the  variability  of  the  load,  its  distribution 
on  the  structure,  inaccuracies  in  the  structural  system  analytical  model,  and  inac¬ 
curacies  in  the  analysis  techniques.  Variability  in  resistance  to  loads  results  from 
variability  in  material  strengths,  member  dimensions,  and  inaccuracies  in 
assumed  stress/strain  relationships. 

The  probabilistic  approach  used  to  develop  the  ACI  318-02  load  and  resis¬ 
tance  factors  is  described  in  MacGregor  (1983).  In  MacGregor  (1983),  the  term  Y 
is  used  to  represent  the  margin  of  safety  and 

Y=R-Q 


where 


R  =  strength 
Q  =  load  effects 

For  the  mean  margin  of  safety: 
Y  =  R-Q 


And  for  the  standard  of  deviation: 


°V  —  sj^R  +  °Q 


The  safety  index  P  is 


J3  =  Y/  cTj, 

where  P  is  a  measure  of  the  reliability  of  a  structural  member  and  per  MacGregor 
(1983)  is  illustrated  in  Figure  A.4. 
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Figure  A.4  Definition  of  failure  (after  MacGregor  1983) 


The  ACI  318-02  load  and  resistance  factors  were  based  on  studies  performed 
by  Drs.  Cornell,  Ellingwood,  Galambos,  and  MacGregor.  From  these  studies  tar¬ 
get  reliability  values  (|3-values)  were  established  for  load  factors  and  resistance 
factors.  Loading  combination  P-values  ranged  from  2.0  to  3.0  with  a  P-value 
equal  to  3.0  for  the  dead  +  live  load  combination.  Resistance  factor  P-values 
ranged  from  3.0  to  3.5  with  the  higher  P-value  assigned  to  strength  reduction 
factors  ((j)-factors)  associated  with  brittle  failure  mechanisms.  As  a  result  of  the 
studies  performed  by  Drs.  Cornell,  Ellingwood,  Galambos,  and  MacGregor,  the 
ACI  318-02  load  and  resistance  factor  requirements  have  changed.  The  most 
notable  change  is  a  reduction  from  1.7  to  1.6  in  various  live  loads  related  load 
factors.  No  changes  have  been  made  in  the  Corps  Required  Strength  provisions 
for  USD.  It  should  be  recognized  that  the  probability-based  studies  conducted  by 
Drs.  Cornell,  Ellingwood,  Galambos,  and  MacGregor  were  related  to  building 
systems  and  members.  It  is  always  difficult  to  apply  these  provisions  to  cantile¬ 
ver  retaining  wall  structures  where  soil  interaction  effects  are  involved.  This 
topic  is  discussed  in  Ferguson  (1973). 
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Appendix  B 

Evaluating  Older  Retaining 
Walls 


Older  retaining  walls  will  likely  not  have  development  and  splice  lengths  that 
comply  with  current  American  Concrete  Institute  (ACI)  (2002)1  ACI  318-02 
Code  requirements.  In  addition,  retaining  walls  constructed  before  1947  are 
unlikely  to  have  the  high-bond  deformation  patterns  typical  of  modern-day 
reinforced  concrete  structures.  Information  on  the  yield  and  tensile  strength 
properties  of  older  reinforcing  steel  is  provided  in  Appendix  A.  This  appendix 
provides  guidance  on  one  approach  that  can  be  used  to  assess  the  strength  of 
older  retaining  walls  that  do  not  have  adequate  splice  and  development  lengths. 
This  deficiency  can  be  the  result  either  of  past  Code  design  practice,  or  because 
the  older  reinforcement  has  a  low-bond  deformation  pattern.  The  information 
contained  herein  is  based  on  Federal  Emergency  Management  Agency  (FEMA) 
356  (2000)  and  Concrete  Reinforcing  Steel  Institute  (CRSI)  (2001). 


B.1  FEMA  356  (2000)  Ductility  Demand 
Classifications 

FEMA  356  (2000)  defines  three  classifications  of  displacement  ductility 
demand:  low,  moderate,  and  high. 

The  ranges  of  ductility  demand  for  each  classification,  per  FEMA  356 
(2000),  are  listed  in  Table  B.l. 


Table  B.l 

Component  Ductility  Demand  Classifications 

Maximum  Value  of  Displacement  Ductility 

Classification  Description 

<2 

Low  ductility  demand 

2  to  4 

Moderate  ductility  demand 

>4 

High  ductility  demand 

1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 
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FEMA  356  (2000)  requires  that  deformed  straight  bars,  hooked  bars,  and  lap- 
spliced  bars  in  yielding  regions  of  components  with  moderate  or  high  displace¬ 
ment  ductility  demand  meet  the  splice  and  development  requirements  of 
Chapter  21,  “Special  Provisions  for  Seismic  Design,”  ACI  318-02  (ACI  2002). 
Deformed  straight  bars,  hooked  bars,  and  lap-spliced  bars  in  yielding  regions  of 
components  with  low  displacement  ductility  demand  can  meet  the  splice  and 
development  requirements  of  Chapter  1 1 ,  “Shear  and  Torsion,”  ACI  3 1 8-02.  In 
most  cases,  because  of  the  reserve  capacity  of  retaining  walls  designed  to  meet 
static  earth  pressure  loadings,  displacement  ductility  demands  due  to  earthquake 
ground  motions  will  be  low.  The  tensile  capacity  of  the  reinforcement  must  be 
reduced  for  those  older  cantilever  retaining  wall  structures  that  fail  to  meet  these 
Code-specified  splice  and  development  length  requirements.  FEMA  356  (2000) 
guidance  for  this  is  provided  in  the  following  paragraph. 


B.2  FEMA  356  (2000)  Requirements  for 
Nonconforming  Splice  and  Development  Lengths 

Where  existing  deformed  straight  bars,  hooked  bars,  and  lap-spliced  bars  do 
not  meet  the  development  requirements  in  the  Code  provisions  specified  previ¬ 
ously,  the  capacity  of  the  existing  reinforcement  shall  be  calculated  using  the 
following  equation: 1 

fs  =  (h^Ufy  (B.l) 


where 

fs  =  maximum  stress  that  can  be  developed  in  the  bar  for  the  straight 
development,  hook,  or  lap  splice  length  lb  provided 

ld  =  length  required  by  ACI  318-02,  Chapter  12  or  21  as  appropriate  for 
straight  development,  hook  development,  or  lap  splice  length,  except 
required  splice  lengths  may  be  taken  as  straight  bar  development 
lengths  in  tension 

fY  =  yield  strength  of  the  reinforcing  steel 

Where  transverse  reinforcement  is  distributed  along  the  development  length 
with  spacing  not  exceeding  one-third  of  the  effective  depth  of  the  component,  it 
shall  be  permitted  to  assume  that  the  reinforcement  retains  the  calculated  maxi¬ 
mum  stress  to  high  ductility  demands.  For  larger  spacings  of  transverse  rein¬ 
forcement,  the  development  stress  shall  be  assumed  to  degrade  from  fs  to  0.2 fs  at 
a  ductility  demand  equal  to  two. 


1  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 
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The  strength  of  deformed  straight,  discontinuous  bars  embedded  in  concrete 
sections  or  beam-column  joints,  with  clear  cover  over  the  embedded  bar  not  less 
than  three  bar  diameters  3 db,  shall  be  calculated  as  follows: 


fs  =  (2500  -e-  db)  le  <fY 


(B.2) 


where 


fs  =  maximum  stress,  psi,  that  can  be  developed  in  an  embedded  bar 
having  an  embedment  length  le,  in. 

db  =  diameter  of  embedded  bar,  in. 

When  fs  is  less  than  fY,  and  the  calculated  stress  in  the  bar  due  to  design  loads 
equals  or  exceeds  fs,  the  maximum  developed  stress  shall  be  assumed  to  degrade 
from  fs  to  0.2/v  at  a  ductility  demand  equal  to  two. 


B.3  Splice  and  Development  Length  Requirements 
for  Low-Bond  Deformation  Bars 

CRSI  (2001)  indicates  that: 

“For  older  structures,  it  is  prudent  to  consider  all  varieties  of 
reinforcing  bars  -  plain  round,  old  style  deformed,  twisted 
square,  and  so  on  -  conservatively  and  simply  as  50  percent 
effective  in  bond  and  anchorage  as  current  bars.  In  other  words, 
the  tension  development  lengths,  for  the  old  bars  would  be 
twice  (double)  the  Id  required  for  modem  reinforcing  bars.  Since 
most  strength  design  reviews  for  flexure  will  be  based  on  a  yield 
strength,  fY=  33,000  psi  instead  of  today’s  60,000  psi,  the  ten¬ 
sion  development  lengths  for  the  old  bars  can  be  determined  by 
adding  1 0  percent  to  any  current  table  of  tension  development 
lengths,  Id,  for  modem  reinforcing  bars.” 

FEMA  356  (2000)  is  more  tolerant  with  respect  to  older  square  reinforce¬ 
ment  that  is  twisted,  allowing  the  development  strength  to  be  as  specified  for 
deformed  bars  in  ACI  318-02  (ACI  2002).  In  the  ACI  318-02  computations  an 
effective  round  bar  diameter  is  determined  based  on  the  gross  area  of  the  square 
bar.  Square  straight  bars,  however,  are  to  be  treated  as  plain  bars  using  the  CRSI 
(2001)  process  described  previously.  FEMA  356  (2000)  permits  higher  develop¬ 
ment  strengths  for  bars  classified  as  “plain”  if  they  can  be  justified  by  approved 
tests  or  calculations  that  consider  only  the  chemical  bond  between  the  bar  and  the 
concrete. 

It  is  recommended  for  Corps  cantilever  retaining  walls  that  those  ACI  3 1 8-02 
development  equations  that  take  advantage  of  the  confining  effects  due  to  added 
concrete  cover  be  used  when  determining  the  development  length  requirements. 
This  process  is  demonstrated  in  the  examples  in  Appendices  D,  E,  and  F. 
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Appendix  C 
Developing  Standard 
Response  Spectra  for  USACE 
Projects 


C.1  Recommended  Procedure 

The  following  is  one  approach  that  can  be  used  for  developing  standard 
spectra  for  use  in  the  preliminary  design  and  analysis  of  U.S.  Army  Coips  of 
Engineers  civil  works  structures.  This  approach  is  based  on  the  Federal  Emer¬ 
gency  Management  Agency  (FEMA)  356  (2000)1  methodology  using  the  latest 
national  earthquake  maps  developed  by  the  United  States  Geological  Survey 
(USGS).  The  hazard  maps  used  in  the  construction  of  standard  response  spectra 
are  in  terms  of  spectral  response  accelerations  at  periods  of  0.2  and  1.0  sec  (as  a 
percent  of  the  acceleration  of  gravity)  for  earthquake  events  with  return  periods 
of  475  and  2,475  years,  respectively.  The  spectral  response  approach  permits  the 
construction  of  standard  response  spectra  directly. 


C.2  Site  Effects 

The  shapes  of  response  spectra  are  influenced  by  site  characteristics.  Flexible 
or  long-period  structures  on  soft  soils  respond  more  to  ground  motions  than 
flexible  structures  on  firm  soils  or  rock,  and  rigid  or  short-period  structures  on 
firm  soils  or  rock  respond  more  to  ground  motions  than  rigid  structures  on  soft 
soils.  These  site  effects  are  accounted  for  in  the  development  of  standard  spectra 
by  the  use  of  site  coefficients.  The  two-factor  approach  of  the  FEMA  356  (2000) 
provisions  has  been  incoiporated  into  the  standard  spectra  methodology.  This 
methodology  recognizes  that  for  soil  sites,  short-period  as  well  as  long-period 
rock  accelerations  can  be  amplified  with  the  magnitude  of  the  amplification 
related  to  the  level  of  shaking  as  well  as  to  soil  characteristics.  Site  coefficients 
for  use  with  the  USGS  spectral  acceleration  response  maps  are  provided  in 
Tables  C.l  and  C.2.  The  spectral  acceleration  response  maps  are  based  on 


1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 
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earthquake  records  from  soil  sites  with  Site  Class  B  characteristics.  Descriptions 
of  the  various  site  classes  are  as  follows:1 

a.  Hard  rock  with  measured  shear  wave  velocity,  v,s  >  5,000  ft/sec 
(1,500  m/sec). 

b.  Rock  with  2,500  ft/sec  <  vs  <  5,000  ft/sec  (760  m/sec  <  vs  < 

1,500  m/sec). 

c.  Very  dense  soil  and  soft  rock  with  1,200  ft/sec  <  vs  S  2,500  ft/sec 
(360  m/sec  <  vs  <  760  m/sec)  or  with  either  N  >  50  or  su  >  2,000  psf 
(100  kPa). 

d.  Stiff  soil  with  600  ft/sec  <  vs  <  1,200  ft/sec  (180  m/sec  <  vs  < 

360  m/sec)  or  with  either  15  <  N  <  50  or  1,000  psf  <  su  <  2,000  psf  (50 
kPa  <  su  <  100  kPa). 

e.  A  soil  profile  with  vs  <  600  ft/sec  (180  m/sec)  or  any  profile  with  more 
than  10  ft  (3  m)  of  soft  clay  defined  as  soil  with  PI  >  20,  w  >  40  percent, 
and  Su  <  500  psf  (25  kPa). 

f.  Soils  requiring  site-specific  evaluations. 


Table  C.1 

Values  of  Site  Coefficient  F(0  2)  as  a  Function  of  Site  Class  and  Mapped  0.2-Sec 
Earthquake  Spectral  Acceleration  (Adapted  from  FEMA  356  (2000)  Table  1-4) 

Mapped  Maximum  Spectral  Response  Acceleration  at  0.20-Sec  Period 

Site  Class 

S(o.2)  ^  0.25 

S(o.2)  -0.75 

A 

0.8 

0.8 

0.8 

0.8 

0.8 

B 

1.0 

1.0 

1.0 

1.0 

1.0 

C 

1.2 

1.2 

1.1 

1.0 

1.0 

D 

1.6 

1.4 

1.2 

1.1 

1.0 

E 

2.5 

1.7 

1.2 

0.9 

0.9 

F 

1 

1 

1 

1 

1 

Note:  Use  straight  line  interpolation  for  intermediate  values  of  S(0.2) 

1  Site-specific  geotechnical  investigation  and  dynamic  response  analysis  shall  be  performed. 

1  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 
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Table  C.2 

Values  of  Site  Coefficient  F(10)  as  a  Function  of  Site  Class  and  Mapped  1.0-Sec 
Earthquake  Spectral  Acceleration  (Adapted  from  FEMA  356  (2000)  Table  1-5) 

Mapped  Maximum  Spectral  Response  Acceleration  at  1.00-Sec  Period 

Site  Class 

S(0.2)  -  0-1 

S(o.2)  -0.2 

S(o.2)  -0.3 

S(o.2)  -0.4 

S(o.2)  >0.5 

A 

0.8 

0.8 

0.8 

0.8 

0.8 

B 

1.0 

1.0 

1.0 

1.0 

1.0 

C 

1.7 

1.6 

1.5 

1.4 

1.3 

D 

2.4 

2.0 

1.8 

1.6 

1.5 

E 

3.5 

3.2 

2.8 

2.4 

2.4 

F 

1 

1 

1 

1 

1 

Note:  Use  straight  line  interpolation  for  intermediate  values  of  S(0.2) 

1  Site-specific  geotechnical  investigation  and  dynamic  response  analysis  shall  be  performed. 

C.3  Standard  Spectra  Construction 

Standard  spectra  representing  the  design  earthquakes  for  a  particular  project 
feature  can  be  developed  using  the  USGS  Maps  listed  in  Table  C.3  or  larger  scale 
versions  of  the  same  maps  developed  for  specific  regions  of  the  United  States. 


Table  C.3 

USGS  Maps  Used  in  Standard  Spectra  Construction 

Map  25 

Probabilistic  Ground  Motion  for  the  United  States.  0.2-sec  Spectral  Response  Acceleration  (5%  of  Critical  Damping). 

10%  probability  of  exceedance  in  50  years  (475-year  return  period) 

Map  26 

Probabilistic  Ground  Motion  for  the  United  States.  1 . 0-sec  Spectral  Response  Acceleration  (5%  of  Critical  Damping). 

10%  probability  of  exceedance  in  50  years  (475-year  return  period) 

Map  27 

Probabilistic  Ground  Motion  for  the  United  States.  0.2-sec  Spectral  Response  Acceleration  (5%  of  Critical  Damping).  2% 
probability  of  exceedance  in  50  years  (2,475-year  return  period) 

Map  28 

Probabilistic  Ground  Motion  for  the  United  States.  1 . 0-sec  Spectral  Response  Acceleration  (5%  of  Critical  Damping).  2% 
probability  of  exceedance  in  50  years  (2,475-year  return  period) 

The  information  needed  to  construct  standard  response  spectrum  is  provided 
in  Table  C.4.  Figure  C.l  provides  an  arithmetical  plot  of  the  standard  spectrum 
showing  all  the  points  and  curves  covered  in  Table  C.4. 

Maps  used  in  the  construction  of  standard  spectra  are  based  on  a  specific 
hazard  or  probability  level.  USGS  maps  with  probability  levels  of  10  percent 
chance  of  exceedance  in  a  50-year  period  (475-year  return  period),  and  2  percent 
chance  of  exceedance  in  a  50-year  period  (2,475-year  return  period)  are  used  to 
construct  standard  spectra  for  Corps  projects. 
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Table  C.4 

Information  for  Constructing  Standard  Horizontal  Acceleration 
Response  Spectra  (Refer  to  Figure  C.1) 

Point1 

Period,  sec 

Equation  for  SA 

A 

0.0 

A-B 

SA  =  0.6  S^>(^>)(7)  +  0.4(Sa,02))(F(02,) 

'  B 

B 

j  _  0-2(S/1(i.o))(F(i.o)) 
(SA(0.2))(F(0.2)) 

B-C 

9-9  F 

°>4  —  °y4(0.2)'  (0.2) 

C 

j-  _  ^>4(1.0)  V  (1.0)) 

^-4(0.2)  V  (0.2)) 

C-D 

q  _  ^>4(1.0)  V  (1.0)/ 

A  T 

Note: 

SA  =  Spectral  response  acceleration  for  use  in  constructing  a  standard  acceleration  response  spectrum. 
SA( o.2)=  Spectral  response  acceleration  at  a  period  of  0.2  sec  for  the  return  period  under  consideration. 
S,4(i.or  Spectral  response  acceleration  at  a  period  of  1 .0  sec  for  the  return  period  under  consideration. 

Tb  =  Period  used  to  locate  spectral  ordinate  at  point  B,  sec. 

Tc  =  Period  used  to  locate  spectral  ordinate  at  point  C,  sec. 

T  =  Period  of  vibration  of  single  degree  of  freedom  system,  sec. 

F( o.2)  =  Site  coefficient  from  Table  C.1 . 

F( i.o)  =  Site  coefficient  from  Table  C.2. 

1  See  Figure  C.1  for  points  on  the  standard  response  spectrum. 

Figure  C.1  Standard  acceleration  response  spectrum  construction  points 
(arithmetical  plot) 
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C.4  Relationship  Between  Probability  and 
Recurrence  Interval 


The  design  earthquake  for  a  project  may  be  designated  as  an  earthquake  that 
has  either  a  specified  percent  chance  Pe  of  being  exceeded  in  /-years  or  a  return 
period  (recurrence  interval)  of  Tr  years.  The  conversion  from  one  type  designa¬ 
tion  to  the  other  is  accomplished  by  the  Poisson  equation.  The  inverse  of  the 
return  period  Tr  is  the  annual  frequency  of  exceedance  v. 


C.5  Spectrum  Construction  for  Different 
Probability  Levels 

The  USGS  spectral  acceleration  maps  include  ground  motions  associated 
with  a  10  percent  chance  of  exceedance  in  50  years  (a  return  period  of 
475  years),  and  ground  motions  associated  with  a  2  percent  chance  of  exceedance 
in  50  years  (a  return  period  of  2,475  years).  These  maps  can  be  used  to  develop 
spectral  accelerations  for  earthquake  events  with  return  periods  other  than  475  or 
2,475  years.  The  procedures  for  doing  this  are  described  in  FEMA  356  (2000) 
and  illustrated  in  the  example. 


C.6  Site-Specific  Versus  Standard  Spectra 

Site-specific  ground  motion  studies  can  more  reasonably  predict  the  effect 
magnitude,  distance,  transmission  path  characteristics,  and  site  conditions  have 
on  ground  motions.  The  standard  spectra  process  can  quantify  these  effects  only 
in  general  terms.  ER  1 110-2-1806  (Eleadquarters,  U.S.  Army  Corps  of  Engineers 
(E1QUSACE)  1995)  describes  the  conditions  requiring  a  site-specific  ground 
motion  study.  Methods  for  developing  site-specific  spectra  are  described  in 
EM  1 110-2-6050  (HQUSACE  1999). 

C.7  Damping 

The  response  spectra  described  herein  are  all  based  on  5  percent  damping. 
The  5  percent  damping  level  is  generally  appropriate  for  most  concrete  hydraulic 
structures.  Response  spectra  at  different  damping  levels  can  be  easily  constructed 
using  the  damping  conversion  factors  in  Table  C.5.  The  conversion  of  a  response 
spectrum  to  a  damping  level  other  than  5  percent  is  accomplished  by  multiplying 
the  Point  B  through  Point  D  values  of  the  standard  spectra  by  the  damping  factor 
conversion  factor  provided  in  Table  C.5. 
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Table  C.5 

Damping  Conversion  Factors  (after  TM  5-809-10.1  (U.S.  Army  1986)) 

Damping,  percent 

Damping  Conversion  Factor 

2 

1.25 

5 

1.00 

7 

0.90 

10 

0.80 

15 

0.70 

20 

0.60 

C.8  Vertical  Response  Spectra 

The  previous  paragraphs  described  procedures  for  constructing  horizontal 
acceleration  response  spectra  for  use  in  the  design  of  civil  works  structures.  In 
some  instances  it  may  be  useful  to  have  vertical  acceleration  response  spectra 
available  for  design  work.  This  can  be  accomplished  through  the  use  of  a  conver¬ 
sion  factor  Fv,  which  when  multiplied  times  the  horizontal  response  spectrum 
ordinates  produces  a  vertical  acceleration  response  spectrum  suitable  for  prelimi¬ 
nary  design.  The  conversion  factors  used  to  convert  horizontal  acceleration 
response  spectra  to  vertical  acceleration  response  spectra  are  presented  in  Table 
C.6.  These  factors  were  based  on  information  provided  in  Figure  3-17  of  EM 
1 110-2-6050  (HQUSACE  1999).  Table  C.7  gives  information  needed  to  con¬ 
struct  standard  vertical  response  spectra. 


Table  C.6 

Horizontal  to  Vertical  Spectrum  Conversion  Factor  Fv  for  Periods  of 
Vibration  between  0.0  and  Tc  sec 

Source  to  Site  Distance  R,  km 

Conversion  Factor  Fv 

<  10 

1.00 

25 

0.84 

>40 

0.67 

Note: 

1 .  For  periods  of  vibration  greater  than  Tc  use  67%  of  the  horizontal  acceleration  spectral  value  (for 

values  of  Tc  for  vertical  response  spectra  see  Table  C.7). 

2.  A  value  of  Fv  for  intermediate  values  of  R  can  be  obtained  by  linear  interpolation. 

3 .  Fv=  horizontal  to  vertical  spectrum  conversion  factor. 
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Table  C.7 

Information  for  Constructing  Standard  Vertical  Acceleration  Response  Spectra  (refer  to 
Figure  C.1) 

Point1 

Period,  sec 

Equation  for  SA 

A 

0.0 

A-B 

SA  =  0.6  +  0.4Fv(Sa{02))(F{02)) 

1 B 

B 

j-  _  0.2Fv(S/((i  o))(^ji  o)) 

(^A(0.2)  )(^=Jo.2> ) 

B-C 

=  ^v{^A(  0.2)^”(0.2)) 

C 

J  _  °-67SWF(1.0)) 

(Fv)SA(  0.2)(/=io.2)) 

C-D 

c  _  0.67S/V(1 0)(F^i  o) ) 

A  T 

Note: 

S, i  =  Spectral  response  acceleration  for  use  in  constructing  a  standard  acceleration  response  spectrum. 

SA(o.2)=  Spectral  response  acceleration  at  a  period  of  0.2  sec  for  the  return  period  under  consideration. 

SA(i.or  Spectral  response  acceleration  at  a  period  of  1 .0  sec  for  the  return  period  under  consideration. 

Tb  =  Period  used  to  locate  spectral  ordinate  at  point  B,  sec. 

Tc  =  Period  used  to  locate  spectral  ordinate  at  point  C,  sec. 

T  =  Period  of  vibration  of  single-degree-of-freedom  system,  sec. 

F( o.2)  =  Site  coefficient  from  Table  C.1 . 

F(10)  =  Site  coefficient  from  Table  C.2. 

Fv  =  Horizontal  response  spectrum  conversion  factor  (see  Table  C.4). 

1  See  Figure  C.1  for  points  on  the  standard  response  spectrum. 

C.9  Response  Spectrum  Example 

The  following  example  illustrates  the  procedure  described  in  Section  C.  1  and 
Table  C.4  for  constructing  a  standard  horizontal  acceleration  response  spectrum 
for  a  design  earthquake  with  a  return  period  of  1,000  years  (maximum  design 
earthquake  (MDE)). 


C.9.1  Problem  description 

Project  Name:  Unnamed  Spillway  Chute  Retaining  Wall 
Project  Location:  Los  Angles  Basin 
Site  Conditions:  Soft  Rock  Loundation,  Soil  Profile  B 
Structure  Classification:  Normal  (i.e.,  not  critical) 

MDE  to  have  a  return  period  of  1,000  years 


C.9. 2  Development  of  standard  horizontal  acceleration  response 
spectrum 

C.9.2.1  Obtain  spectral  acceleration  for  project  from  USGS  maps.  Using 
USGS  Maps  29,  30,  31,  and  32  determine  the  spectral  response  accelerations  at 
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periods  of  0.20  sec  and  1.00  sec.  Spectral  accelerations  on  the  USGS  Maps  are 
expressed  as  a  percent  of  gravity  g. 


For  a  return  period  PR  of  475  years: 

From  USGS  Map  29,  Sa(o.2)  =  1-54 g  (Figure  C.2) 
From  USGS  Map  30,  S^.o)  =  0.50g  (Figure  C.3) 

For  a  return  period  PR  of  2,475  years: 

From  USGS  Map  31,  SA(0.2)  =  2.70 g  (Figure  C.4) 
From  USGS  Map  32,  =  l.OOg  (Figure  C.5) 


Figure  C.2  USGS  Map  29,  probabilistic  earthquake  ground  motion  for 

California/Nevada,  0.20-sec  spectral  response  acceleration  (5%  of 
critical  damping),  1 0%  probability  of  exceedance  in  50  years  (return 
period  of  475  years),  LA  Basin  spillway  chute  retaining  wall 


C-8 


Appendix  C  Developing  Standard  Response  Spectra  for  USACE  Projects 


Figure  C.3  USGS  Map  30,  probabilistic  earthquake  ground  motion  for 

California/Nevada,  1.00-sec  spectral  response  acceleration  (5%  of 
critical  damping),  1 0%  probability  of  exceedance  in  50  years  (return 
period  of  475  years),  LA  Basin  spillway  chute  retaining  wall 
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Figure  C.4  USGS  Map  31 ,  probabilistic  earthquake  ground  motion  for 

California/Nevada,  0.20-sec  spectral  response  acceleration  (5%  of 
critical  damping),  2%  probability  of  exceedance  in  50  years  (return 
period  of  1,000  years),  LA  Basin  spillway  chute  retaining  wail 
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Figure  C.5  USGS  Map  32,  probabilistic  earthquake  ground  motion  for 

California/Nevada,  1.00-sec  spectral  response  acceleration  (5%  of 
critical  damping),  20%  probability  of  exceedance  in  50  years  (return 
period  of  475  years),  LA  Basin  spillway  chute  retaining  wall 


C.9.2.2.  Determine  spectral  acceleration  values  SA( o.2>  and  5U(i.0)  for  an 
MDE  with  a  return  period  of  1,000  years.  FEMA  (2000)  Equation  1-3  is 
recommended  when  the  Sa(o.t>  for  the  2,475-year  event  is  greater  than  1.5  g. 
Therefore  use  Sa(o.2)  equal  to  1.9  lg  for  the  MDE  (Figure  C.6). 
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Return  period  of  interest  =  1000  years 

For  0.2-second  spectral  acceleration  resonse 

SA  0.2x475  :-L54 

0  2-sec.  spectral  acceleration 

For  return  period  of  475  years 

USGS  Map  29 

SA  0.2x2475  :=2'70 

0.2-sec.  spectral  acceleration 

For  return  period  of  2475  years 

USGS  Map  31 

Using  FEMA  356  procedure  find  0.2-sec.  spectral  acceleration  for  1000  years 

PR:=1000  Return  Period  =  1000  years 

By  FEMA  356  Equation  1-' 

Note:  PR  =  Return  Period  (years) 

LPR  :=ln(SA  0.2x475)  ■*•( 

ln(SA  0.2x2475) -ln(SA  0.2x475)) '  (°-606'ln(P  r)  “  3-73) 

L  pR  =  0.688  Natural  log  of  P  R 

For  0.2-sec.  spectral  acceleration 

SA  0  2  :=eLpR 

SA  02  =  1.989 

0.2-sec  spectral  acceleration 

For  PR  of  1000  years 

is  equal  to  1 ,989g 

By  FEMA  356  Equation  1-3 

n  :=0.29  FEMA  356  Table  1-1 

SA  o.2  :=SA  0.2x475  (-^1 

0.2-sec  spectral  acceleration 

SA  0.2=  1911  For  PR  of  1000  years 

is  equal  to  1 .91 1  g 

Figure  C.6  Mathcad  calculations  for  1,000-year  0.2-sec  response 
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For  1-second  spectral  acceleration  resonse 

SA  j  0x475  :=0-50  1-sec.  spectral  acceleration 
For  return  period  of  475  years 
USGS  Map  30 

SA  i  0x^475  :=1  00  1 -sec.  spectral  acceleration 

For  return  period  of  2475  years 
USGA  Map  32 

Using  FEMA  356  procedure  find  1-sec.  spectral  acceleration  for  1000  years 

P  R  :=  1000  Return  Period  =  1 000  years 

FEMA  356  Equation  1-1  Note:  PR  =  Return  Period  (years) 

LPR:=ln(SA  1.0x475)+  (ta(SA  1.0x2475)_ln(SA  1.0x475))'(°'606'ln(P  r)  “  3  J3) 

L  PR  =  -0.377  Natural  log  of  PR 

For  1-sec.  spectral  acceleration 


SA  1  o  =  0,686  1-sec  spectral  acceleration 

For  PR  of  1000  years 
is  equal  to  0.686g 


By  FEMA  356  Equation  1-3 

n  :=0.29 

FEMA  356  Table  1-1 

0.2-sec  spectral  acceleration 

SA  i  o'-SA  i  0x475 1  — | 

SA  ,  0=  0.62 

For  PR  of  1000  years 

is  equal  to  0.62g 

Figure  C.7  Mathcad  calculations  for  1,000-year  1.0-sec  response 


FEMA  (2000)  Equation  1-3  is  recommended  when  the  .S^i  o)  for  the 
2,475-year  event  is  greater  than  1.5g.  Therefore  use  SA(i.o,  equal  to  0.62g  for  the 
MDE  (Figure  C.7). 


C.9.2.3  Construct  design  response  spectrum  for  1,000-year  MDE.  Refer¬ 
ring  to  Figure  C.l  and  using  the  periods  and  equations  in  Table  C.4  construct  a 
preliminary  design  response  spectrum  for  an  MDE  with  a  1 ,000-year  return 
period. 


Period  TB : 


0.2)  (^(0.2) 


0.2(0.62)(1) 

(1.91)(1) 


=  0.065  sec 
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With  this  information  and  using  Figure  C.l  and  Table  C.4,  the  design 
response  spectrum  for  the  MDE  can  be  constructed.  The  resulting  standard  hori¬ 
zontal  spectrum  is  shown  in  Figure  C.8. 
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T  =  0.065  sec 


Period  -  T  (sec) 

Figure  C.8  Standard  acceleration  response  spectrum  for  the  MDE 
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Appendix  D 

Corps  Working  Stress  Design 
(WSD)  Example  by  Working 
Stress  Design  Methods  Using 
EM  1110-2-2502  and 
EM  1110-1-2101 


A  retaining  wall  similar  to  that  described  in  Appendix  A  of  Green  and 
Ebeling  (2002) 1  is  used  to  illustrate  retaining  wall  designs  that  are 

•  Representative  of  the  old  Corps  working  stress  design  (WSD)  method. 

•  Representative  of  the  latest  Corps  ultimate  strength  design  (USD) 
method. 

The  WSD  is  used  to  provide  the  flexural  reinforcement  for  a  design  typical  of 
older  Coips  retaining  wall  structures,  which  will  later  be  compared  to  a  retaining 
wall  designed  to  meet  current  Corps  USD  design  standards.  The  WSD  is 
expected  to  provide  the  least  margin  of  safety  against  demands  from  a  major 
earthquake  event,  and  will  likely  contain  lap  splice  and  development  length  defi¬ 
ciencies  that  make  it  more  vulnerable  than  USD  walls  to  major  earthquake 
ground  motion  demands.  Although  the  flexural  steel  in  the  WSD  example  is 
selected  using  WSD  procedures,  the  shear  will  be  checked  using  current  Ameri¬ 
can  Concrete  Institute  (ACI)-USD  procedures  to  verify  that  a  WSD  wall  will  not 
be  deficient  in  this  area  with  respect  to  current  requirements. 

Static  earth  pressure  conditions  are  assumed  to  govern  the  design.  The 
resulting  static  earth  pressure  design  is  then  investigated  for  the  maximum  sus¬ 
tainable  constant  horizontal  acceleration  from  earthquake  ground  motions.  This  is 
accomplished  using  the  simplified  procedure  described  in  Ebeling  and  Morrison 
(1992).  The  maximum  sustainable  constant  horizontal  acceleration  is  determined 
for  the  conditions  where  the  demands  due  to  static  and  dynamic  earth  pressures 


1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 
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initiate  flexural  yielding  at  the  base  of  the  stem  wall  (i.e.,  moment  demand  equals 
nominal  moment  capacity).  This  is  the  condition  that  will  cause  plastic  hinging 
and  initiate  a  stem  wall  yielding  response.  Displacement-based  methods  must  be 
used  for  the  stem  wall  yielding  response  to  assure  displacement  capacity  is 
greater  than  displacement  demand.  This  process  is  illustrated  in  Appendix  F. 


D.1  Working  Stress  Design 

The  following  material  properties  are  used  in  the  WSD:1 

•  Concrete.  Ultimate  strength  f'  =  3,000  psi 

•  Reinforcement  -  Intermediate  grade  billet  steel:  Yield  strength/!,  = 
40,000  psi 

•  Modular  ratio  n  =  Es  /  Ec  =  9.2:  ACI  SP-3  (1965)  “Reinforced  Concrete 
Design  Handbook  -Working  Stress  Method” 

WSD  design  procedures  for  the  retaining  wall  are  in  accordance  with  Fergu¬ 
son  (1960)  and  based  on  provisions  contained  in  the  1956  ACI  Building  Code, 
“Building  Code  Requirements  for  Reinforced  Concrete,”  EM  1 110-2-2502 
(Headquarters,  U.S.  Army  Corps  of  Engineers  (HQUSACE)  1989)  and 
EM  1 1 10-1-2101. 2 

Applicable  ACI-WSD  provisions  from  the  1956  Code  are  provided  in 
Table  D.  1  for  allowable  unit  stresses  in  concrete,  except  the  allowable  stress  in 
flexure  is  per  the  more  stringent  EM  1 110-2-2101  requirement. 


Table  D.1 

Allowable  Unit  Stresses  of  Concrete  (ACI-WSD) 

Description 

Allowable  Unit  Stress 

Flexure  -  extreme  fiber  in  compression  fc 

0.35 if; 

Shear  as  a  measure  of  diagonal  tension  vc 

0.03f 

Bond  p 

0.1  Of 

Bond  -  top  bars  p 

0.07f 

1  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 

2  Working  stress  design  as  described  in  this  appendix  is  taken  from  the  1963  version  of 
EM  1110-2-2101,  “Working  Stresses  for  Structural  Design,”  which  is  no  longer  in 
publication. 
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Intermediate  grade  billet  steel  with  a  yield  strength  fy  of  40,000  psi  and  an 
allowable  tensile  unit  stress/,  of  20,000  psi  per  ACI-WSD  will  be  used  for  the 
design. 

The  base  thickness  is  generally  assumed  to  be  7  to  10  percent  of  the  overall 
wall  height,  or  between  16.8  and  24.00  in.  A  base  thickness  of  18  in.  is  selected. 


D.2  Service  Load  Analysis 


A  description  of  the  retaining  wall  for  the  ACI-WSD  design  is  provided  in 
Figure  D.l. 


Proportions  selected  for  the  cantilever  retaining  wall  are  as  illustrated  in 
Figure  D.l.  Overturning  and  sliding  stability  computations  are  provided  in 
Table  D.2. 
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Table  D.2 

Stability  Computations 

Force 

Description 

Fv,  kips 

Fh,  kips 

Lever  Arm,1  ft 

Moment  at  Heel,  kip-ft 

1 A 

Stem 

2.08 

5.88 

12.23 

IB 

Stem 

1.04 

6.50 

6.76 

2 

Base 

2.25 

5.00 

11.25 

3 

Backfill 

12.72 

2.75 

34.98 

4 

Backfill  Pressure 

6.78 

6.67 

45.22 

Totals 

18.09 

6.78 

110.44 

1  Lever  arm  about  heel 

a.  Location  of  resultant  from  heel 

X=  1 10.44  -f-  18.09  =  6.1 1  ft  <—  Inside  middle  one-third  of  base 

b.  Determine  Bearing  Pressures 

10.00  p\  +  5.00  p2  =  18.09  <—  Equation  1  -  Sum  of  vertical  forces  =  0 

50.00  pi  +  33.33  p2  =  18.09  (6.1 1)  <—  Equation  2  -  Sum  of  moments  at  heel  =  0 

50.00 pi  +  25.00 p2  =  18.09  (5)  <—  Equation  3  =  Equation  1  multiplied  by  5.0 

Subtracting  Equation  3  from  Equation  2 

8.33  p2  =  20.07  p2  =  2.41  ksf 

Backsubstituting  into  Equation  1 : 

10.00 =  18.09  -  5.00  (2.41)  =  6.04  Pl  =  0.61  ksf  Pl  +p2  =  3.02  ksf 

c.  Check  Bearing  Pressure  =  F/A  ±  6 F(e)/B2 
Bearing  Pressure  =  [18.09  -s-  10]  ±  [6(1 8.09)(1 . 1 1)  4  102] 

=  1.81  ±  1.20  =  3.01  ksf  &  0.61  ksf  Checks 

The  factor  of  safety  against  sliding  is  checked  using  EM  1 1 10-2-2502 1 
guidance.  The  foundation  shear  strength  for  cohesionless  soil  supporting  the  wall 
will  be  based  on  an  angle  of  internal  friction  <|)  of  40  degrees  per  the  Green  and 
Ebeling  (2002)  example. 

Sliding  resistance  R  =  'EY  tan  tj)  =  18.09  tan  (40°)  =  15.2  kips/ft 
EH  =  6.78  kips 

FS  =  R  4  EH=  15.2  -f-  6.78  =  2.2  Factor  of  safety  against  sliding  greater  than 
1.5  Okay 

Note  that  current  Corps  guidance  is  based  on  limiting  equilibrium  principles, 
which  may  require  a  larger  base  to  meet  sliding  stability  safety  requirements. 


'The  retaining  wall  guidance  described  in  this  appendix  is  taken  from  the  1961  version  of 
EM  1110-2-2502  (superseded). 
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D.3  Stem  Moment  Demands  and  Selection  of 
Flexural  Reinforcement 

Information  from  Table  1  of  ACI  SP-3  (1965)  is  presented  in  Table  D.3.  This 
information  is  used  to  simplify  the  WSD  method  calculations.  The  information 
from  Table  D.3  is  illustrated  in  Figure  D.2. 


Table  D.3 

Coefficients  (K,  k,  j,  p)  for  Rectangular  Sections,  Fs  =  20,000  psi, 
a  =  1.44 


fc 

K 

k 

j 

P 

*-  1 

1  +  f./nfe 

j = 1 -—k 

3 

K  -  \kj 

a~  12,000^ 

A 

s  ad 

M  =  Moment  in  foot-kips 

2500 

10.1 

875 

120 

.306 

.898 

.0067 

1000 

149 

.336 

.888 

.0084 

1125 

179 

.362 

.879 

.0102 

1250 

211 

.387 

.871 

.0121 

1500 

277 

.431 

.856 

.0162 

3000 

9.2 

1050 

152 

.326 

.891 

.0085 

1200 

188 

.356 

.881 

.0107 

1350 

226 

.383 

.872 

.0129 

1500 

265 

.408 

.864 

.0153 

1800 

346 

.453 

.849 

.0204 

4000 

8.0 

1400 

221 

.359 

.880 

.0126 

1600 

272 

.390 

.870 

.0156 

1800 

324 

.419 

.860 

.0188 

2000 

379 

.444 

.852 

.0222 

2400 

492 

.490 

.837 

.0294 

5000 

7.1 

1750 

292 

.383 

.872 

.0168 

2000 

358 

.415 

.862 

.0208 

2250 

426 

.444 

.852 

.0250 

2500 

496 

.470 

.843 

.0294 

3000 

641 

.516 

.828 

.0387 

D.3.1  Flexural  reinforcement  needed  at  base  of  stem  wall 

MBASE  =  0.271  (0.125)  18.5  (0.5)  (18.5)  (0.333)  (18.5)  =  35.71  ft-kips 
K  (Table  1,  ACI- WSD  SP-3  (  ACI  1965))  =  152 
M  =  Kbd 2 

d2  =  MBASE  +  Kb  =  35.71  (12,000)  +  152  (12)  =  234.9  d=  15.32  in. 
Assuming  #8  main  reinforcement  and  a  cover  of  2  in.  per  ACI-WSD 
Depth  provided  =  18.00  -  2.00  -  0.50  =  15.50  in.  Okay 
Determine  stem  wall  reinforcement  at  base  using  Table  1,  ACI-WSD  SP-3: 
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As  =  MBASe  +  ad=  35.71  -h  1.44  (15.50)  =  1.60  in.2/foot  of  wall 
Use  #8  @  6  in.  As  =  1.58  in.2/foot  of  wall 


b  fc 


Figure  D.2  Coefficients  (K,  k,  j,  p)  for  rectangular  sections 


D.3.2  Flexural  reinforcement  needed  at  midheight  of  stem  wall 

Common  practice  in  the  design  of  cantilever  retaining  walls  is  to  stop  half  the 
main  flexural  reinforcement  at  midheight  of  the  stem  wall.  This  practice  will  be 
used  in  the  Appendix  D  examples.  ACI-WSD  requires  that  bars  be  carried  12  bar 
diameters  D  beyond  where  they  are  no  longer  needed.  Since  #8  bars  were 
selected,  the  moment  at  midheight  +12  in.  Mmh+  (measured  from  the  top  of 
wall)  will  be  used  to  calculate  steel  requirements  for  the  top  half  of  the  wall. 

Mmh+  =  0.271  (0.125)  10.25  (0.5)  (10.25)  (0.333)  (10.25)  =  6.07  ft-kips 

The  section  depth  at  midheight  is  equal  to  0.5  (9+18)  -2.5  =  11.0  in. 

As  =  Mmh+  h-  ad  =  6.07  -h  1.44  (1 1.00)  =  0.38  in.2/foot  of  wall  <—  Required 

#8  @  12  in.  As  =  0.79  in.2/foot  of  wall  <—  Provided  Okay 

The  strength  envelope  (nominal  capacity)  for  the  WSD  stem  wall  is  deter¬ 
mined  by  current  ACI-USD  procedures.  This  will  allow  an  assessment  of  the 
ability  of  the  walls  to  withstand  earthquake  ground  motion  demands.  The  stem 
wall  flexural  strength  envelope  is  shown  in  Figure  D.3.  It  is  compared  against  the 
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service  load  demand  from  static  earth  pressure  to  illustrate  the  reserve  capacity 
available  to  resist  the  ground  motion  demands  of  a  major  earthquake. 


Figure  D.3  Stem  flexural  steel  —  demand  versus  capacity 


The  layout  of  the  main  flexural  reinforcment  for  the  stem  and  base  is 
illustrated  in  Figure  D.4. 


D.3. 3  Check  of  shear  capacity  stem  per  USD 

The  critical  section  for  shear  in  the  stem  is  taken  at  15.5  in.  above  the  inter¬ 
face  of  the  base  and  the  stem,  where  15.5  in.  is  d  at  the  base  of  the  stem. 

V base  =  0.271  (0.125)  17.2  (0.5)  (17.2)  =  5.00  kips 

Ultimate  shear  demand  at  distance  d  above  base  Vv  =  1.7  (5.00)  =  8.50  kips 

Ultimate  shear  capacity  ())  Vn  =  <|)  ( b )  ( d)  (2)  ( f'c  )m 

=  0.75  (12)  (15.5)  (2)  (55)  =  15,345  lb  =  15.3  kips 

Shear  capacity  greater  than  shear  demand.  Okay. 


D.4  Base  Toe  Design 

D.4.1  Shear 

V  toe  =  5.00  kips  (Figure  D.5) 
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Figure  D.4  Main  reinforcement 


Ultimate  shear  demand  Vv=  1.7  (5.00)  =  8.50  kips  <—  Using  a  load  factor 
equal  to  1.7 


d  =  18.00  -3.00  -0.5  =  14.5  in. 


Ultimate  shear  capacity  ([)  VN  =  (j)  (b)  (d)  (2)  ( f'  )1/2 

=  0.75  (12)  (14.5)  (2)  (55) 
=  14,355  lb  =  14.4  kips 

Shear  capacity  greater  than  shear  demand.  Okay. 
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D.4.2  Flexure 

Mtoe  =  3  (2.29)  (1.50)  +  0.72  (1.5)  (2)  =  12.47  ft-kips  (Figure  D.6) 

As  =  M  TOE  +  ad  =  12.47  +  1.44  (14.50)  =  0.60  in.2/foot  of  wall  <—  Require 
Use  #8  bars  @  12  in.  As  =  0.79  in.2/foot  of  wall  <—  Provided 

D.5  Base  Heel  Design 

D.5.1  Shear 

Check  of  shear  capacity  stem  per  USD 

VHEel=  2.31  (5.50) +  0.15  (1.50)  (5.5)  -0.61  (5.5)-  1.32  (5.5)  -s-  2 
=  12.71  +1.24  -  3.36  -  3.63  =  6.96  £  (Figure  D.7) 

Ultimate  shear  demand  Vv  =  1.7  (6.96)  =  1 1.83  kips  <—  Using  a  load  factor 
equal  to  1.7 

Ultimate  shear  capacity  <[)  VN  =  (f>  ( b )  ( d)  (2)  ( f':  )1/2 

=  0.75  (12)  (15.5)  (2)  (55) 

=  15,345  lb  =  15.3  kips 

Shear  capacity  greater  than  shear  demand.  Okay. 
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Figure  D.6  Moment  on  toe  of  base 


Figure  D.7  Shear  on  heel  of  base 


D.5.2  Flexure 

Mheel  =  12.71  (2.75)  +1.24  (2.75)  -3.36  (2.75)  -3.63  (1.83)  =  23.66  ft-kips 
(Figure  D.8) 

As  =  MHeel  +  ad  =  23.66  h-  1.44  (15.50)  =  1.06  in.2/foot  of  wall  <—  Required 
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Service  Load  Pressures 

3.01  ksf 


1.50  feet 


i - 1 - 1 - r 


1 - 1 - 1 - 1 — | 

10 


Figure  D.8  Moment  on  heel  of  base 


Use  #7  bars  (a),  6  in.  A ,  =  1.20  in.  /foot  of  wall  <—  Provided 


D.6  Development  Requirements  for  #8 
Reinforcement 

D.6.1  Straight  bars 

Required  lap  splice  length  =  1.3  ld  =  1.3  (27.4)  =  36  in.  (Figure  D.9).  Assume 
for  this  example  that  the  splice  length  required  by  ACI  318-02  as  indicated  has 
been  provided.  Refer  to  Appendix  F  for  evaluating  conditions  where  there  is 
inadequate  splice  length. 


D.6. 2  Hooks 

Minimum  base  slab  thickness  using  #8  stem  reinforcement  is  equal  to  10.2  + 
0.5  +  3.00  =  13.7  in.  (Figure  D.  10). 

13.7  <  18.00  okay 


D.7  Evaluate  Static  Earth  Pressure  Design  for 
Earthquake 

D.7.1  Earthquake  evaluation  per  Seed  and  Whitman  (1970)  and 
Ebeling  and  Morrison  (1992) 

Static  and  incremental  dynamic  earth  pressures  are  illustrated  in  Figure  D.l  1. 
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Per  ACI  318-02  Section  12.2.2  for  No.  7  and  larger  bars 
Concrete  Compressive  Strength  -  f  'c  f  :=  3000  psi 
Rebar  Yield  Strength  -  f  y  f  := 40000  psi 

Cover -c  c:=2  inches 

Reinforcement  Location  Factor  a  :=1.0  Not  Top  Bars 

Coating  Factor  p  :=1.0  Bars  Uncoated 


Lightweight  Aggegate  Factor  X  :=  1.0 


la  := 


1  y 


f,r-a  -P  'X 


20 


y  :=  1.0 

No.  7  and  larger  bars 

x  :=  1.0 

Normal  Weight  Concrete 

inches 

No.  8  bar 

36.515 

inches 

Per  ACI  318-95  Section  12.2.3 

c+Kfr) 


Ktr!=0 


r:=. 


R  =  2 


Use  r:=2.0 


lcc-p-y* 
40, 


\J^I 


R 


1  a  =  27.386 


Figure  D.9  Mathcad  calculations  for  development  length  —  straight  bars 

Determine  peak  ground  acceleration  (PGA)  where  static  and  dynamic  earth 
pressure  demands  initiate  flexural  yielding  at  the  base  of  the  stem  wall  (i.e., 
moment  demand  equals  nominal  moment  capacity). 

The  dynamic  active  earth  pressure  force  APA£  is  determined  per  paragraph 
4.2.2  of  Ebeling  and  Morrison  (1992): 

A Pae  is  located  at  0.6 H  above  top  of  base  slab  =  1 1 . 1  ft  where  H  is  the  height 
of  soil  retained  by  the  wall 
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Development  length  for  hooks 


PerACI  318-02  Section  12.5.2  for  hook  devlopment  length 
Concrete  Compressive  Strength  -  fc  f  :=3000  psi 

Rebar  Yield  Strength  -  fy  f  :=40000  psi 
Reinforcement  Location  Factor  a  :=1.0  Not  Top  Bars 
Coating  Factor  p:=1.0  Bars  Uncoated 

Lightweight  Aggegate  Factor  %  :=i.o  Normal  Weight  Concrete 
Bar  Diameter  d  ^  :=  1.00  inches  No.  8  bar 
PerACI  318-02  Section  12.5.1 


ldh 


0.02  fy'p  -l\ 

) 


d  b 


ldh  =  14.606  inches 


r|  :=0.7  Modification  factor  per  ACI  318-02  Section  1 2.5.3 


1  dhm  :-ri  1  dh 


1dhm=  10-224  inches 


Figure  D.10  Mathcad  calculations  for  development  length  —  hooks 


Mn=  Nominal  moment  capacity  at  base  of  stem  wall  =  76.21  ft-kips 

PA  =  Lateral  load  due  to  active  earth  pressure  =  5.80  kips  @  6. 17  ft  above  top 
of base 

I  Moment  about  top  of  base  to  determine  reserve  capacity  for  earthquake 
loading. 

11.1  (A PAE)  =  76.21  -  5.80  (6.17)  =  76.21  -  35.79  =  40.42 
A Pae  =  3.64  kips 

Determine  the  dynamic  earth  pressure  increment  coefficient  AKAe  per 
Equation  (41),  Ebeling  and  Morrison  (1992). 

A Pae  =  AKae  ■=■  0.5  ym  H~ 
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Dimensions  in  feel 


10  5  0 

[..u  nit  uii.Li-i.il  nil] 


Toe  Heel 


Backfill 


0.271  (0  125)  18.5  =  0.627  ksf 


Figure  D.11  Static  and  incremental  dynamic  earth  pressures 


AKae  =  APae+  (0.5  y mH2)  =  3.64  -*■  0.5  (0.125)  (18.5)2  =  0.170 

Determine  constant  horizontal  coefficient  k/,  per  Equation  (43),  Ebeling  and 
Morrison  (1992). 

AKae  =  (3/4)  kh 

kh  =  4  (A Kae  )  3  =  4  (0. 170)  3  =  0.227 

Observation:  A  constant  horizontal  acceleration  k/tg  equal  to  0.227 g  will 
initiate  flexural  yielding  in  the  stem  wall  region  just  above  the  base. 

Determine  dynamic  earth  pressures  ApAEi  and  A pAE2 

X  Dynamic  earth  pressure  forces  in  horizontal  direction 

18.5  (Apaei)  +  9.25  (A pAE2)  =  3.64  Equation  (1) 

X  Dynamic  earth  pressure  moments  at  stem  wall  base 

9.25  (18.5)  (A pAE1)  +12.33  (9.25)  (Apart)  =  40.42  Equation  (2) 


D-14 


Appendix  D  Corps  Working  Stress  Design  (WSD)  Example 


Equation  (1)  x  9.25  and  subtract  from  Equation  (2) 

28.49  (A pAE2)  =  6.75 
ApAE2  =  0.237  ksf 

Backsubstituting  A pAE2  into  Equation  (1)  and  solving  for  ApAEi 
ApAEl  =  0.078  ksf 

Total  static  and  dynamic  earth  pressure  moments  in  stem  wall: 

Mt=  0.167  ( ka )  (y;„)  (y3) 

+  0.500  (A paei)  (y2) 

+  0.0541  ApAF2  (1 8.5  -y)  (18.5  -0.50  y) 

+  [APaei- 0.0541  ApAE2  (18.5  -y)\  0.50  y  (18.5  -  0.333 y) 

The  total  moment  demand  (static  +  dynamic)  for  the  earthquake  condition 
that  produces  initial  flexural  yielding  at  the  base  of  the  stem  wall  is  illustrated  in 
Figure  D.12.  This  does  not  mean  higher  earthquake  demands  are  unacceptable. 
Further  investigation  of  the  displacement  capacity  of  the  stem  wall  is  needed  to 
establish  the  level  of  earthquake  demand  that  will  create  unacceptable 
performance. 

It  should  be  noted  that  Figure  D.12  assumes  that  adequate  splice  and 
development  lengths  have  been  provided.  The  ACI-WSD  example  does  not  have 
an  adequate  splice  length  where  the  main  steel  exits  the  footing.  The  inadequate 
lap  splice  issue  is  discussed  in  Appendix  B  and  demonstrated  in  Appendix  F. 

D.7.2  Earthquake  evaluation  per  Veletsos  and  Younan  (1997) 

Assuming: 

Ew=  475,000  ksf  (3,000  psi  normal  weight  concrete)  (Young’s  modulus 
of  elasticity  for  the  wall) 

tw=  1-5  ft  (wall  thickness) 

Vw=  0.20  (Poisson’s  ratio  for  normal  weight  concrete) 

Vs  =  500  fps  (shear  wave  velocity  of  retained  soil) 
y  =  0.125  kef  (density  of  retained  soil) 
g  =  acceleration  of  gravity  =  32.2  ft/sec2 

G  =  y  (VS)2  g  =  0.125  (500)2  -s-  32.2  =  971  ksf  (shear  modulus  of 
elasticity  for  the  retained  soil) 

The  primary  parameter  governing  the  response  of  the  Veletsos  and  Younan 
(1997)  analytic  model  is  the  relative  flexibility  of  the  wall  dw  characterized  as: 


dw  - -  (dimensionless) 

Dw 
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Figure  D.12  Flexural  capacity  versus  static  and  dynamic  earth  pressure  demands 


where 


H  =  height  of  soil  retained  by  wall 
Dw=  flexural  rigidity  of  the  wall  per  unit  length  of  wall: 


D„ 


12(1  ~v2w) 


where 

Dw=  475000  (1.5)3  -s- 12  [1  —  (0.20)  2]  =  139,220  kip-ft 
dw=  971  (18. 5)3  h-139,220  =  44.2 

From  Figure  4(a)  of  Veletsos  and  Younan  (1997)  for  dw=  44.2: 


M  ST  (77 ) 


0.10 


where 


MST  =  dynamic  earth  pressure  moment  -  rigid  body  motion 
r \  =  y  /  H  ratio  =  zero  for  stem  wall-base  intersection 
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p  =  mass  density 

Xg  =  maximum  ground  accleration 
H  =  wall  height 

Assumimg  the  dynamic  earth  pressure  moment  equal  to  the  reserve  capacity, 
or  40.42  ft-kips  and  solving  for  Xg 


Xg  =  40.42g^  0.10  (0.125)  (18.5)3  =  0.51g 


The  peak  ground  acceleration  required  to  initiate  yielding  at  the  base  of  the 
stem  wall  is  0.5  lg,  or  about  twice  that  of  the  Seed  and  Whitman  (1970) 
methodology  as  detemined  in  the  preceeding  paragraph.  However  with  the 
flexible  wall  procedure  of  Veletsos  and  Younan  (1997)  it  is  necessary  to  consider 
potential  amplification  effects.  Assuming  an  amplification  factor  (AF)  equal  to 
1.93  the  upper  bound  value  described  in  Veletsos  and  Younan  (1997),  the  peak 
ground  acceleration  required  to  initiate  yielding  at  the  base  of  the  stem  wall  is 
0.265g,  or  approximately  equal  to  that  of  the  Seed  and  Whitman  (1970) 
methodology. 


D.8  Summary 

A  20-ft-high  retaining  wall  was  designed  using  old  Corps  WSD  practices  and 
the  resulting  design  evaluated  for  its  capacity  to  resist  earthquake  ground 
motions. 


D.8.1  Reserve  capacity 

The  capacity  available  to  resist  earthquake  loads  results  from  the  factor  of 
safety  inherent  in  the  WSD  approach.  For  WSD  the  factor  of  safety  for  flexure  is 
generally  between  2.0  and  2.5,  meaning  the  nominal  moment  capacity  (yield 
capacity)  of  the  wall  is  2.0  to  2.5  times  the  moment  demand  due  to  static  earth 
pressure.  Using  Equation  1.3  to  evaluate  the  capacity  of  the  stem  wall  to  resist 
earthquake  loads,  it  was  determined  that  flexural  demands  from  an  earthquake 
could  be  equal  to  the  nominal  moment  capacity  of  the  stem  wall  minus  the  static 
earth  pressure  moment  demand,  or  76.21  ft-kips  -  35.79  ft-kips  =  40.42  ft-kips. 
The  factor  of  safety  for  the  20-ft-high  WSD  wall  is  equal  to  76.21  40.42  = 

2.13. 


D.8. 2  Earthquake  demand 

Assuming  40.42  ft-kips  of  reserve  flexural  capacity,  the  peak  horizontal 
acceleration  (k/,*g)  of  the  ground  that  would  initiate  flexural  yielding  (plastic 
hinging)  at  the  base  of  the  stem  wall  can  be  determined.  The  value  of  the  coeffi¬ 
cient  k/,*g  was  determined  to  be  equal  to  0.227g  for  the  pseudostatic  type  analysis 
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performed  in  accordance  with  the  Mononobe-Okabe  (MO)  procedure  as 
described  in  Seed  and  Whitman  (1970)  and  Ebeling  and  Morrison  (1992).  The 
value  of  the  coefficient  kh*g  was  determined  to  be  equal  to  0.5  Ig  for  the  flexible 
cantilever  wall  procedure  of  Veletsos  and  Younan  (1997)  assuming  no  amplifi¬ 
cation  of  the  transient  ground  motion  response,  and  equal  to  0.265g  when  ampli¬ 
fication  is  considered.  This  does  not  mean  that  ground  motions  in  excess  of  these 
are  not  permissible.  However  any  ground  motions  that  cause  demands  in  excess 
of  yield  should  be  evaluated  using  performance-based  or  displacement-based 
techniques. 

Table  D.4  provides  formulations  for  the  dynamic  earth  pressure  shear  and 
moment  demands  for  the  following: 

•  Seed  and  Whitman  (1970)  pseudostatic  analysis  (without  transient 
amplification). 

•  Wood  (1973)  pseudostatic  analysis  (without  transient  amplification). 

•  Veletsos  and  Younan  (1997)  flexible  wall  procedure  (without  transient 
amplification). 

•  Veletsos  and  Younan  (1997)  flexible  wall  procedure  (with  transient 
amplification). 

The  Wood  (1973)  procedure,  described  in  Section  3.5.2  of  the  main  text, 
represents  the  dynamic  response  of  a  wall  under  nonyielding  backfill  conditions 
and  is  considered  to  represent  an  upper-bound  dynamic  earth  pressure  demand 
condition.  The  amplification  factor  AF  used  in  the  Veletsos  and  Younan  (1997) 
flexible  wall  procedure  is  assumed  equal  to  1.93,  the  upper  bound  value 
described  in  their  report.  The  values  for  the  coefficient  kh  *g  for  the  20-ft-high 
WSD  retaining  wall  representing  the  horizontal  acceleration  that  initiates  yield¬ 
ing  at  the  base  of  the  stem  wall  for  each  of  these  analysis  procedures  are  also 
provided  in  Table  D.4. 


Table  D.4 

Summary  of  Analytical  Procedure  Results 

Analytical  Procedure 

Seed  and 
Whitman 

Wood 

Veletsos  and  Younan 
(without  AF) 

Veletsos  and  Younan 
(with  AF  =  1.93) 

Shear 

0.375  p  kh*g  H2 

1 .00  P  kh*g  H2 

0.400  p  kh*g  H2 

0.772  p  kh*g  H2 

Moment 

0.225  p  kh*g  H 3 

0.63  p  kh*g  H 3 

0.100  pkh*gH3 

0.193  p  kh*g  H3 

kfg 

0.227  g 

0.081  g 

0.510  g 

0.265  g 

Note: 

p  =  density  of  the  retained  soil 

H  =  stem  wall  height 

The  seismic  evaluation  of  earth  retaining  wall  structures  is  complex  due  to 
soil-structure  interaction  effects.  The  Mononobe-Okabe  equation  is  considered 
the  standard  for  the  design  and  evaluation  of  retaining  structures  subject  to 
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earthquake  ground  motions  and  active  limit-state  conditions.  This  simple 
pseudostatic  procedure  described  in  Ebeling  and  Morrison  (1992)  and  Seed  and 
Whitman  (1970)  is  considered  at  present  to  be  the  method  of  choice  when 
evaluating  force  demands  (i.e.,  moments  and  shears)  on  retaining  wall  systems. 
The  flexible  cantilever  wall  procedure  described  in  Veletsos  and  Younan  (1997) 
is  of  special  interest  because  it  provides  a  methodology  for  assessing 
displacement  demands  on  retaining  wall  systems  dominated  by  a  stem  wall 
yielding  response. 
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Appendix  E 

Corps  Ultimate  Strength 
Design  (USD)  Example  by 
Ultimate  Strength  Design 
Methods  Using 
EM  1110-2-2104, 

EM  1110-2-2502,  and 
EC  1110-2-6058 


A  retaining  wall  similar  to  that  described  in  Appendix  A  of  Green  and 
Ebeling  (2002) 1  is  used  to  illustrate  a  retaining  wall  design  that  complies  with 
current  Corps  ultimate  strength  design  (USD)  requirements.  The  retaining  wall  is 
considered  to  be  a  standard  (noncritical)  hydraulic  structure.  Designs  performed 
in  accordance  with  Corps  provisions  in  EM  1 110-2-2104  and  EM  1 1 10-2-2502 
(Eleadquarters,  U.S.  Army  Corps  of  Engineers  (HQUSACE)  2003b  and  1989) 
will  provide  high  margins  of  safety  since 

•  A  single  load  factor  of  1 .7  is  used  for  the  design. 

•  The  load  factor  is  multiplied  by  an  hydraulic  factor  (E1F)  equal  to  1.3. 

•  A  safety  factor  of  1.5  is  applied  to  the  shear  strength  of  the  soil  (i.e., 
strength  mobilization  factor  (SMF)  equal  to  2/3)  for  static  earth  pressure 
conditions  (under  normal  load  conditions). 

As  with  the  working  stress  design  (WSD)  method,  static  earth  pressure  con¬ 
ditions  are  assumed  to  govern  the  design,  and  the  resulting  static  earth  pressure 
design  is  investigated  for  the  maximum  sustainable  constant  horizontal  accelera¬ 
tion  that  will  cause  plastic  hinging  (i.e.,  initiate  a  stem  wall  yielding  response). 


1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 
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E.1  Ultimate  Strength  Design  (USD) 

The  following  material  properties  are  used  in  the  USD:1 

•  Concrete:  Ultimate  strength  ( f':  )  =  3,000  psi 

•  Reinforcement:  Yield  strength  (fy)  =  60,000  psi 

USD  design  procedures  for  the  retaining  wall  are  in  accordance  with  the  pro¬ 
visions  contained  in  the  2002  American  Concrete  Institute  (ACI)  Building  Code, 
“Building  Code  Requirements  for  Reinforced  Concrete”  (ACI  318-02),  EM 
1 110-2-2502,  EM  1 110-2-2104,  and  EC  1 110-2-6058  (HQUSACE  1989,  2003b, 
and  2003a). 


E.2  Service  Load  Analysis 

A  description  of  the  retaining  wall  for  the  ACI-USD  design  is  provided  in 
Figure  E.  1 .  Overturning  and  sliding  stability  computations  are  summarized  in 
Table  E.l. 

a.  Location  of  resultant  from  heel 

X=  207.74  -t-  26.63  =  7.80  ft  <—  Inside  middle  one-third  of  base 

b.  Determine  bearing  pressures 

13.00  pi  +  6.50  p2  =  26.63  <—  Equation  1  -  Sum  of  vertical  forces  =  0 
84.50  pi  +  56.36  p2  =  26.63  (7.80)  <—  Equation  2  -  Sum  of  moments  at 
heel  =  0 

84.50  pi  +  42.25  p2  =  26.63  (6.50)  <—  Equation  3  =  Equation  1  multiplied 
by  6.50 

Subtracting  Equation  3  from  Equation  2 
14.1 1  p2  =  34.62  p2  =  2.45  ksf 
Backsubstituting  into  Equation  1 : 

13.00 pi  =  26.63  -  6.50  (2.45)  =  10.71 
pi  =  0.82  ksf  pi  +p2  =  3.27  ksf 

c.  Check.  Bearing  Pressure  =  F/A  ±  6F(e)/B2 

Bearing  Pressure  =  [26.63  13]  ±  [6(26.63)(1.3)  132] 

=  2.05  ±  1.23  =  3.28  ksf  &  0.82  ksf 
Checks 

The  factor  of  safety  against  sliding  meets  Corps  requirements.  Refer  to  Green 
and  Ebeling  (2002). 


1  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 
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Figure  E.1  Retaining  wall  geometry  and  loads 


Table  E.1 

Stability  Computations 

Force 

Description 

Fv,  kips 

Fh,  kips 

Lever  Arm,1  ft 

Moment  at  Heel,  kip-ft 

1 A 

Stem 

4.05 

8.75 

35.44 

IB 

Stem 

0.68 

9.67 

6.58 

2 

Base 

3.90 

6.50 

25.35 

3 

Backfill 

18.00 

4.00 

72.00 

4 

Backfill  Pressure 

10.25 

6.67 

68.37 

Totals 

26.63 

10.25 

207.74 

1  Lever  arm  about  heel 
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E.3  Stem  Moment  Demands  and  Selection  of 
Flexural  Reinforcement 


Mathcad  computations  (Mathsoft  Engineering  and  Education,  Inc.,  1998) 
used  to  determine  flexural  steel  requirements  are  provided  in  Figures  E.2a 
through  E.2d.  Figure  E.2a  provides  the  service  load  moment  demands, 

Figure  E.2b  the  nominal  moment  demands,  Figure  E.2c  the  flexural  steel  required 
at  the  base  of  the  stem  wall,  and  Figure  E.2d  the  flexural  steel  required  at 
midheight  of  the  stem  wall. 

Figure  E.3  plots  demand  versus  capacity.  Notice  that  compared  to  Figure  D.2 
(working  stress  design)  there  is  for  the  USD  much  more  additional  reserve 
capacity  between  active  earth  pressure  moment  demand  and  nominal  moment 
capacity. 


File:  BAA5M  /  Stem  Moment  1 


May  11,  2004 


Service  load  moments  on  stem  wall  due  to  active  earth  pressure 


kar:=0.41 


m 


ii  i? 

:=  125  - -  y  :=2-ft,  4-ft ..  18 -ft 

ft3 


MEp(y)  :=kar-y 


M  Ep(y )  - 

68.333 

546.667 

1.845-103 

4.373-103 

8.542-103 

1.476-104 

2.344-104 

3.499-104 

4.981-104 


oft-lbf 


2  feet 
4  feet 
6  feet 
8  feet 
10  feet 
12  feet 
1 4  feet 
16  feet 
1 8  feet 


a.  Mathcad  calculations  for  static  earth  pressure  service  moments 


Figure  E.2  Mathcad  calculations  for  stem  wall  moments  and  reinforcement 
(Sheet  1  of  3) 
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Nominal  Moment  Demand  =  Service  Load  Moment  Demand  x  HF  x  LF  /  (J> 

HF:=1.3  LF  :=  1.7  <|>  :=0.90  y  :=2  ft,  4  ft..  1 8  ft 

MN(y):=HF.jHj-MEp(y) 

oft-lbf  2  feet 

4  feet 
6  feet 
8  feet 
10  feet 
12  feet 
1 4  feet 
16  feet 
1 8  feet 

b.  Mathcad  calculations  for  static  earth  pressure  nominal  moments 


MN(y)  = 
167.796 
1.342  103 
4.531  103 
1.074  104 
2.097  104 
3.624  104 
5.755-104 
8.591  104 
1.223-105 


Nominal  moment  demand  to  nominal  moment  capacity  -  stem 
Steel  needed  at  stem  lease  (f.e. ,  y  =  18.0  ft) 


Nominal  Moment  Demand  =  Service  Moment  Demand  x  HF  L  F  /  <j> 

Nominal  Moment  Demand  =  122  3  ft-kips 
Determine  Nominal  Moment  Capacity 

Try  #7  bars  at  6,0-inches 

db 

l  :=24-in  c:=2.0-in  di,!=0  87Sin  d  :=t  —  c - —  d  -  21  56>in 

b:=  12-in  As  !=  1.20m2 


f  y  :=6000<>psi  fci=3000psi 


Determine  Nominal  Moment  Capacity 


Mn:=A 


M 

1  7fc  b 


Mn=  1.223 1054bf  ft 


Flexural  capacity  equals  flexural  demand  -  Okay 
Stop  half  of  flexural  stem  reinforcement  at  midheight  per  standard  practice. 


c.  Mathcad  calculations  for  flexural  reinforcement  at  base  of  stem  wall 
Figure  E.2.  (Sheet  2  of  3) 


Appendix  E  Corps  Ultimate  Strength  Design  (USD)  Example 


E-5 


For  #7  bars  at  12-inches 


4  b 

t:=21-m  c  :=2.0-in  d  w  :=  0.875 -in  d  :=t—  c - 

0  2 

b  :=  12-in  A  s  :=  0,60  in" 
fv  :=60000  psi  fc  :=3000  psi 
Determine  Nominal  Moment  Capacity 


^  N  ’  A  s  'fy 


d- 


(A  s'*  y) 


1  7  fc  b 


M  N  =  5.392  loMbf-fl 


d  =  18.563  »in 


53.92  ft-k  much  greater  than  mid-height 
nominal  moment  demand.  Okay 


d.  Mathcad  calculations  for  flexural  reinforcement  at  stem  wall  midheight 


Figure  E.2.  (Sheet  3  of  3) 


Figure  E.3  Stem  flexural  steel  —  demand  versus  capacity 

The  layout  of  the  main  flexural  reinforcment  for  the  stem  and  base  is 
illustrated  in  Figure  E.4. 


E.4  Check  of  Shear  Capacity  Stem  per  USD 

The  critical  section  for  shear  in  the  stem  is  taken  at  2 1  in.  above  the  interface 
of  the  base  and  the  stem,  where  16.75  in.  is  d  at  the  base  of  the  stem. 

Vbase  -  0.41  (0.125)  16.25  (0.5)  (16.25)  =  6.77  kips 
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20 


15 


10 


Height 

above 

Fdn. 

(Feet) 


Figure  E.4  Main  reinforcement 


Using  a  hydraulic  factor  of  1.3  and  a  load  factor  of  1.7,  the  ultimate  shear 
demand  at  distance  d  above  base  is 

Vv=  1.3  (1.7)  (6.77)  =  14.96  kips 

Ultimate  shear  capacity  =  <()  VN  =  <j)  (b)  (d)  (2)  ( f'c  )1/2 

=  0.75  (12)  (21)  (2)  (55)  =  20,790  pounds 
=  20.79  kips 

Shear  capacity  greater  than  shear  demand.  Okay. 
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E.5  Base  Toe  Design 

E.5.1  Shear 

V  toe  =  3.67  +0.14  =  3.81  kips  (Figure  E.5) 

Ultimate  shear  demand  Vv  =  1.3  (1.7)  (3.81)  =  8.42  kips 

d  =  24.00  -3.00  -0.5  =  20.5  in. 

Ultimate  shear  capacity  rj)  VN  =  (|)  ( b )  ( d)  (2)  (f')V2 

=  0.75  (12)  (20.5)  (2)  (55)  =  20,295  lb 
=  20.3  kips 


Okay. 


E.5.2  Flexure 

Calculations  for  reinforcement  required  to  satisfy  nominal  moment  demands 
in  the  toe  of  the  base  slab  are  provided  in  Figure  E.6. 

Mtoe=  8.10  (1.50)  +  0.86  (2)  =  13.87  ft-kips  (Figure  E.7) 

Mntoe=  13.87  (1.3)  (1.7)  +  0.90  =  34.06  ft-kips 
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Try  #7  bars  at  12-inches 


1 1=  24' in 


c  :=3  in  d^!=0.875in 


d  :=t-  c  -  ■ 


d  =  20.562°m 


b  :=  12-in  A  s  :=  0.60- in 


f  :=60000psi  fc:=3000psi 


Determine  Nominal  Moment  Capacity 

(A  -U 


MN:-A  S'fy 


d- 


s  y 


1  -7'f  c'b 


M  N  =  5.99210  ®lbf- ft 


59.92  ft-kips  >31.14  ft-kips  Okay  Extend  every  other  stem  bar  into  toe. 


Figure  E.6  Mathcad  calculations  for  flexural  reinforcement  at  toe  of  base 


Figure  E.7  Moment  on  toe  of  base 


E.6  Base  Heel  Design 

E.6.1  Shear 

Check  of  shear  capacity  stem  per  USD 

Vheel  =  2.25  (8.0)  +  0.15  (2.00)  (8.0)  -  0.82  (8.0)  -  1.48  (8.0)  2 
=  18.00  +2.40  -  6.56  -  5.92  =  7.92  kips  (Figure  E.8) 

Ultimate  shear  demand  Vv  =  1.3  (1.7)  (7.92)  =  17.50  kips 
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Ultimate  shear  capacity  <\>  VN  =  <|)  (b)  (d)  (2)  (/c')1/2 

=  0.75  (12)  (20.5)  (2)  (55)  =  20,295  lb 
=  20.3  kips 


Figure  E.8  Shear  on  heel  of  base 


E.6.2  Flexure 

Calculations  for  reinforcement  required  to  satisfy  nominal  moment  demands 
in  the  heel  of  the  base  slab  are  provided  in  Figure  E.9. 

MHeel  =18.00  (4.0)  +  2.40  (4.0)  -  6.56  (4.0)  -  5.92  (2.67) 

=  72.00  +9.60  -  26.24  -  15.80  =  39.56  ft-kips  (Figure  E.10) 

Muheel  =  1.3  (1.7)  39.56  +  0.90  =  97.14  ft-kips 

E.7  Development  Requirements  for  #7 
Reinforcement 

E.7.1  Straight  bars 

Calculations  of  straight  bar  development  length  for  #7  bars  are  provided  in 
Figure  E.  1 1 . 

Required  lap  splice  length  =  1.3  /<*=  1.3  (31.45)  =  41  in. 
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Try  #  7  bars  at  6-inches 

d  b 

t  :=  24-in  c  :=  2-in  d  l  :=  0.875- in  d  := t  —  c - 

2 

d  =  21.563«in  b  :=  12 -in  A  s  :=1.20  in“ 
f  1=  60000  psi  f£  1=3000  psi 

M  N  =  T223 -105olbf- ft 
122.3  ft-kips  greater  than  115.58  ft-kips  OKAY 


Determine  Nominal  Moment  Capacity 


MN:“A  s'fy 


d  - 


A  gfy 

TjT~b 


Figure  E.9  Mathcad  calculations  for  flexural  reinforcement  at  heel  of  base 


Figure  E. 10  Moment  on  heel  of  base 


E.7.2  Hooks 

Calculations  of  hooked  bar  development  length  for  #7  bars  are  provided  in 
Figure  E.12. 

Minimum  base  slab  thickness  using  #7  stem  reinforcement  is  equal  to  13.42 
+  0.44  +  3.00  =  16.86  in. 

16.86  <  18.00  okay 
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Development  Length  of  Deformed  Bars  in  Tension 

File:  BAA5M  /  Development  Length  3  May  1 1 ,  2004 

Per  AC  I  31 8-02  Section  1 2.2.2  for  No.  7  and  larger  bars 

Concrete  Compressive  Strength  -  f'c  fc:=3000  psi 

Rebar  Yield  Strength  -  fy  f  := 60000  psi 

Cover -c  c:=2  inches 


Reinforcement  Location  Factor 
Coating  Factor  p  :=  1.0 

Reinforcement  Size  Factor 
Lightweight  Aggegate  Factor 
Bar  Diameter  d  b  :=  0.875 


a  :=  1 .0  Not  Top  Bars 
Bars  Uncoated 

y  :=  l  .0  No.  7  and  larger  bars 
X  :=  l  .0  Normal  Weight  Concrete 

inches  No.  7  bar 


1  a  I— 


y 


f  ■  a  ■  (3  ■  X 


20' 


ld  =  47.926  inches 


Per  ACI  318-95  Section  12.2.3 


Ktr:=0 


R:=. 


c  +  K 


tr 


R  =  2.286 


Use  R  :=  2.286 


ld=  31.447 


Figure  E.1 1  Mathcad  calculations  for  straight  bar  development  length 
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Development  length  for  hooks 


Per  ACI  318-02  Section  12.5.2  for  hook  devlopment  length 
Concrete  Compressive  Strength  -  f  'c  f  :=3000  psl 

Rebar  Yield  Strength  -  f  y  f  :=60000  psi 
Reinforcement  Location  Factor  «:=1.0  Not  Top  Bars 
Coating  Factor  p  :=  1 .0  Bars  Uncoated 

Lightweight  Aggegate  Factor  X:=1.0  Normal  Weight  Concrete 

Bar  Diameter  d  ^  := 0.875  inches  No.  7  bar 

Per  ACI  318-02  Section  12.5.1 


ldh 


/ 0.02  f y  p  -A, \ 

1  I 


•d 


b 


ldh  =  19.17  inches 


t|  :=o.7 

ldhm  :=TI 


Modification  factor  per  ACI  318-02  Section  12.5.3 


dh 


1  dhm  =  13419  inches 


Figure  E.12  Mathcad  calculations  for  hooked  bar  development  length 


E.8  Evaluate  Static  Earth  Pressure  Design  for 
Earthquake 

E.8.1  Earthquake  evaluation  per  Seed  and  Whitman  (1970)  and 
Ebeling  and  Morrison  (1992) 

Static  and  incremantal  dynamic  earth  pressures  are  illustrated  in  Figure  E.13. 

Determine  peak  ground  acceleration  (PGA)  where  static  and  dynamic  earth 
pressure  demands  initiate  flexural  yielding  at  the  base  of  the  stem  wall  (i.e., 
moment  demand  equals  nominal  moment  capacity): 

The  dynamic  active  earth  pressure  force  AJ^ae  is  determined  per  paragraph 
4.2.2  of  Ebeling  and  Morrison  (1992): 
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Dimensions  in  feet 


20  — 1 


15  1 


10  — 


0.271  (0. 125)  18.0  =  0.610  ksf 


Figure  E.13  Static  and  incremental  dynamic  earth  pressures 


A PAE  is  located  at  0.6 H  where  H  is  wall  height  above  top  of  base  =  10.8  ft 

Mn  =  Nominal  moment  capacity  at  base  of  stem  wall  =  122.3  ft-kips 

PA  =  Lateral  loads  due  to  active  earth  pressure  =  5.49  kips  @  6.00  ft  above 
top  of  base. 

X  Moment  about  top  of  base  to  determine  reserve  capacity  for  earthquake 
loading 

10.8  (A PAE )  =  122.3  -  5.49  (6.00)  =  122.3  -  32.94  =  89.36 

APae  =  8.27  kips 

Determine  the  dynamic  earth  pressure  increment  coefficient  A KAE  per 
Equation  (41),  Ebeling  and  Morrison  (1992). 

A PAe  =  AKae  ■=■  0.5  y„,  H2 

AKae  =  APae  a-  (0.5  y mH2)  =  8.27  0.5  (0.125)  (18.0)2  =  0.408 

Determine  constant  horizontal  coefficient  k/,  per  Equation  (43),  Ebeling  and 
Morrison  (1992). 

AKae  =  (3/4)  kh 

kh  =  4  {AKae  )  -  3  =  4  (0.408)  -s-  3  =  0.544 


Observation:  A  constant  horizontal  acceleration  kh  g  equal  to  0.544g  will 
initiate  flexural  yielding  in  the  stem  wall  region  just  above  the  base. 
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Determine  dynamic  earth  pressures  ApAFA  and  A pAE2 

S  Dynamic  earth  pressure  forces  in  horizontal  direction 
18.0  (Apaei)  +  9.00  (A pAE2)  =  8.27  Equation  (1) 

I  Dynamic  earth  pressure  moments  at  stem  wall  base 

9.00  (18.0)  (A PAEl)  +12.00  (9.00)  (ApAE2)  =  89.32  Equation  (2) 

Equation  (1)  x  9.00  and  subtract  from  Equation  (2) 

27  (A paei)  =  14.89 
Ap4E2  =  0.551  ksf 


Backsubstituting  A pAE2  into  Equation  (1)  and  solving  for  A pAEl 
Ap ae\  =  0.184  ksf 


Equation  for  total  static  and  dynamic  earth  pressure  moments  in  stem  wall: 

Mt=  0.167  ( ka )  (y,„)  O’3) 

+  0.500  (ApAEi)  (y2) 

+  0.184  APae2  (18.0  -y)  (18.0  -  0.50  y) 

+  [APae2-  0.184  APae2  (18.0 -y)]  0.50  y  (18.0  -  0.333  y) 

The  total  moment  demand  (static  +  dynamic)  for  the  earthquake  condition 
that  produces  initial  flexural  yielding  at  the  base  of  the  stem  wall  is  illustrated  in 
Figure  E.14.  This  does  not  mean  higher  earthquake  demands  are  unacceptable. 
Further  investigation  of  the  displacement  capacity  of  the  stem  wall  is  needed  to 
establish  the  level  of  earthquake  demand  that  will  create  unacceptable 
performance. 


D.8.2  Earthquake  evaluation  per  Veletsos  and  Younan  (1997) 

Assuming: 

Ew=  475,000  ksf  (3,000  psi  normal  weight  concrete)  (Young’s  modulus  of 
elasticity  for  the  wall) 

tw  =  2.0  ft  (wall  thickness) 

vw  =  0.20  (Poisson’s  ratio  for  normal  weight  concrete) 

Vs  =  500  fps  (shear  wave  velocity  of  retained  soil) 
y  =  0.125  kef  (density  of  retained  soil) 
g  =  acceleration  of  gravity  =  32.2  ft/sec2 

G  =  y  (Vs)2  h-  g  =  0.125  (500)2  -e-  32.2  =  971  ksf  (shear  modulus  of  elasticity 
for  the  retained  soil) 
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Figure  E.14  Flexural  capacity  versus  static  and  dynamic  earth  pressure  demands 


The  primary  parameter  governing  the  response  of  the  Veletsos  and  Younan 
(1997)  analytic  model  is  the  relative  flexibility  of  the  wall  dw  characterized  as: 


dw  — 


GH 

Du/ 


(dimensionless) 


where 

H  =  height  of  soil  retained  by  wall 
Dw  =  flexural  rigidity  of  the  wall  per  unit  length  of  wall 


A, 


12(1  ~v2w) 


where 

Dw=  475000  (2)3  h-  12  [1  -  (0.20) 2]  =  330,000  kip-ft 
dv=  971  (18)3  +330,000=  17.2 

From  Figure  4(a)  of  Veletsos  and  Younan  (1997)  for  dw=  17.2: 


M  ST  (  TJ  ) 


0.13 
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where 

Msr  =  dynamic  earth  pressure  moment  -  rigid  body  motion 
r|  =  y/H  ratio  =  zero  for  stem  wall-base  intersection 
p  =  mass  density 

Xg  =  maximum  ground  accleration 
H  =  wall  height 

Assuming  the  dynamic  earth  pressure  moment  equal  to  the  reserve  capacity, 
or  89.36  ft-kips  and  solving  for  Xg 


Xg  =  89.36  g-r  0.13  (0.125)  (18)3  =  0.94g 


The  peak  ground  acceleration  required  to  initiate  yielding  at  the  base  of  the 
stem  wall  is  0.94g,  or  about  twice  that  of  the  Seed  and  Whitman  (1970) 
methodology  as  detemined  in  the  preceeding  paragraph.  However,  with  the 
flexible  wall  procedure  of  Veletsos  and  Younan  (1997)  it  is  necessary  to  consider 
potential  amplification  effects.  Assuming  an  amplification  factor  (AF)  equal  to 
1.93  the  upper  bound  value  described  in  Veletsos  and  Younan  (1997),  the  peak 
ground  acceleration  required  to  initiate  yielding  at  the  base  of  the  stem  wall  is 
0.487g,  or  approximately  equal  to  that  of  the  Seed  and  Whitman  (1970) 
methodology. 


E.9  Summary 

A  20-ft-high  retaining  wall  was  designed  using  current  Corps  ultimate 
strength  design  (USD)  practices  and  the  resulting  design  evaluated  for  its 
capacity  to  resist  earthquake  ground  motions. 

E.9.1  Reserve  capacity 

The  capacity  available  to  resist  earthquake  loads  results  from  the  factor  of 
safety  provided  in  the  USD  approach.  For  USD  the  minimum  factor  of  safety 
(SF)  for  flexure  is  equal  to  the  load  factor  (LF)  times  the  hydraulic  factor  (HF) 
times  the  limiting  equilibrium  safety  factor  on  the  shear  strength  of  the  soil 
(tan  (j)  /tan  (j)  mob),  all  divided  by  the  strength  reduction  factor  <|).  For  this  particular 
wall  the  minimum  safety  factor  is  equal  to  (1.7  x  1.3  x  1.5)  -f-  0.90  =  3.68,  mean¬ 
ing  the  nominal  moment  capacity  (yield  capacity)  of  the  wall  must  be  at  least 
3.68  times  the  moment  demand  due  to  static  active  earth  pressure.  Using  Equa¬ 
tion  1.3  to  evaluate  the  capacity  of  the  stem  wall  to  resist  earthquake  loads,  it  was 
determined  that  flexural  demands  from  an  earthquake  could  be  equal  to  the 
nominal  moment  capacity  of  the  stem  wall  minus  the  static  earth  pressure 
moment  demand,  or  122.3  ft-kips  -  32.49  ft-kips  =  89.36  ft-kips.  The  actual  fac¬ 
tor  of  safety  for  flexure  for  the  20-ft-high  USD  wall  is  equal  to  122.3  -r  32.49  = 
3.76. 
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E.9.2  Earthquake  demand 


Assuming  89.36  ft-kips  of  reserve  flexural  capacity,  the  peak  horizontal 
acceleration  kh  *g  of  the  ground  that  would  initiate  flexural  yielding  (plastic 
hinging)  at  the  base  of  the  stem  wall  can  be  determined.  The  value  of  the  coeffi¬ 
cient  kh*g  was  determined  to  be  equal  to  0.544g  for  the  pseudostatic  type  analysis 
performed  in  accordance  with  the  Mononobe-Okabe  (MO)  procedure  as 
described  in  Seed  and  Whitman  (1970)  and  Ebeling  and  Morrison  (1992).  The 
value  of  the  coefficient  k/,*g  was  determined  to  be  equal  to  0.94g  for  the  flexible 
cantilever  wall  procedure  of  Veletsos  and  Younan  (1997)  assuming  no  amplifi¬ 
cation  of  the  transient  ground  motion  response,  and  equal  to  0.487g  when  ampli¬ 
fication  is  considered.  This  does  not  mean  that  ground  motions  in  excess  of  those 
described  are  not  permissible.  However,  any  ground  motions  that  cause  demands 
in  excess  of  yield  should  be  evaluated  using  performance-based  or  displacement- 
based  techniques.  Table  E.2  provides  formulations  for  the  dynamic  earth  pressure 
shear  and  moment  demands  for  the  following: 

•  Seed  and  Whitman  (1970)  pseudostatic  analysis  (without  transient 
amplification). 

•  Wood  (1973)  pseudostatic  analysis  (without  transient  amplification). 

•  Veletsos  and  Younan  (1997)  flexible  wall  procedure  (without  transient 
amplification). 

•  Veletsos  and  Younan  (1997)  flexible  wall  procedure  (with  transient 
amplification). 


Table  E.2 

Summary  of  Analytical  Procedure  Results 

Analytical  Procedure 

Seed  and 
Whitman 

Wood 

Veletsos  and  Younan 
(without  AF) 

Veletsos  and  Younan 
(with  AF  =  1.93) 

Shear 

0.375  p  kh*g  H2 

1 .00  P  kh*g  H2 

0.400  p  kh*g  H2 

0.772  p  kh*g  H2 

Moment 

0.225  p  kh*g  H 3 

0.63  p  kh*g  H 3 

0.130  p  kh*g  H3 

0.251  p  kh*g  H3 

k„*9 

0.544  g 

0.194  g 

0.940  g 

0.487  g 

Note: 

p  =  density  of  the  retained  soil 

H  =  stem  wall  height 

The  Wood  (1973)  procedure,  described  in  Section  3.5.2  of  the  main  text, 
represents  the  dynamic  response  of  a  wall  under  nonyielding  backfill  conditions 
and  is  considered  to  represent  an  upper-bound  dynamic  earth  pressure  demand 
condition.  The  amplification  factor  (AF)  used  in  the  second  flexible  wall  proce¬ 
dure  is  assumed  equal  to  1.93  the  upper  bound  value  described  in  Veletsos  and 
Younan  (1997). 
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Appendix  E  Corps  Ultimate  Strength  Design  (USD)  Example 


The  values  for  the  coefficient  Jq,*g  for  the  20-ft-high  USD  retaining  wall  rep¬ 
resenting  the  horizontal  acceleration  that  initiates  yielding  at  the  base  of  the  stem 
wall  for  each  of  these  analysis  procedures  are  also  provided  in  Table  E.2. 

The  seismic  evaluation  of  earth  retaining  wall  structures  is  complex  due  to 
soil-structure  interaction  effects.  The  Mononobe-Okabe  equation  is  considered 
the  standard  for  the  design  and  evaluation  of  retaining  structures  subject  to  earth¬ 
quake  ground  motions  and  active  limit-state  conditions.  This  simple  pseudostatic 
procedure  described  in  Ebeling  and  Morrison  (1992)  and  Seed  and  Whitman 
(1970)  is  considered  at  present  to  be  the  method  of  choice  when  evaluating  force 
demands  (i.e.,  moments  and  shears)  on  retaining  wall  systems.  The  flexible  can¬ 
tilever  wall  procedure  described  in  Veletsos  and  Younan  (1997)  is  of  special 
interest  because  it  provides  a  methodology  for  assessing  displacement  demands 
on  retaining  wall  systems  dominated  by  a  stem  wall  yielding  response. 


Appendix  E  Corps  Ultimate  Strength  Design  (USD)  Example 
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Appendix  F 

Evaluating  an  Older  Wall 


F.1  Problem  Description 

Older  retaining  walls  will  likely  not  have  development  and  splice  lengths  that 
comply  with  current  American  Concrete  Institute  (ACI)  Code  (ACI  318-02) 
requirements  (ACI  2002). 1  In  addition,  retaining  walls  constructed  before  1947 
are  unlikely  to  have  the  high-bond  deformation  patterns  typical  of  modern-day 
reinforced  concrete  structures.  Information  on  the  yield  and  tensile  strength  prop¬ 
erties  of  older  reinforcing  steel  is  provided  in  Appendix  A.  This  appendix  pro¬ 
vides  by  example  one  method  to  evaluate  the  seismic  performance  of  an  older 
retaining  wall  that  does  not  have  adequate  splice  and  development  lengths.  The 
splice  length  deficiency  can  be  the  result  of  either  past  ACI  Code  design  practice 
or  because  the  older  reinforcement  has  a  low-bond  deformation  pattern.  This 
example  demonstrates  the  process  described  in  Appendix  B.  It  will  be  assumed 
that  the  reinforced  concrete  retaining  wall  designed  by  working  stress  design 
(WSD)  in  Section  D.  1  has  twisted  square  reinforcing  bars  with  yield  strength  of 
33.000  psi.  It  also  will  be  assumed  that  the  allowable  working  stress  for  the  steel 
is  (0.5  x  33,000)  =  16,500  psi.  Using  the  same  depth  of  section  and  increasing  the 
steel  area  by  (20  -rl6.5)  1.58  in.2  =  1.915  in.2,  the  nominal  moment  capacity  MN 
for  the  ACI-WSD  designed  wall  is  determined  per  Figure  F.  1 ,2 

F.2  Moment  Capacity 

Quantities  used  in  the  following  computations  are  described  in  Figure  F.l. 

Summing  forces  to  get  the  compressive  force  C  and  the  depth  of  the  stress 
block  a: 

C  =  T  =  As fY=  1.915(33  ksi)  =  63.2  kips 


1  References  cited  in  this  appendix  are  included  in  the  References  section  at  the  end  of  the 
main  text. 

2  Each  of  the  appendixes  in  this  report  has  its  own  system  of  notation.  Many  of  the  sym¬ 
bols  used  in  this  appendix  are  defined  in  the  text  of  this  appendix.  Others  are  common¬ 
place  to  reinforced  concrete  design  and  retaining  wall  design.  Readers  not  understanding 
a  particular  symbol  notation  should  consult  the  references  cited  in  this  appendix  for  the 
definition. 
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Figure  F.1  Stem  wall  section  properties,  strain  distribution  and  stresses 


a  =  C  0.85  b  (f'c )  =  63.2  +  0.85  (12)  (3)  =  2.07  in. 


Summing  moments  about  the  compressive  force  C  to  get  the  nominal 
moment  capacity  MN: 


Mn=  T  (d  -  0.5 a)  =  63.2  (15.5  -  1.035)  =  914.2  in.-kips  =  76.18  ft-kips 


where  d  is  the  depth  from  compression  face  to  centroid  of  longitudinal  tension 
reinforcement. 

Assuming  for  calculation  purposes  that  a  lap  splice  of  20  in.  (approximately 
20  bar  diameters)  was  provided  for  the  main  reinforcement  (at  the  location  where 
it  laps  with  the  footing  steel),  the  nominal  moment  capacity  at  the  base  of  the 
stem  wall  is  determined  using  procedures  described  in  Appendix  B.  See 
Figure  F.2  and  following  calculations. 

A  l-in.-square  bar  would  be  equivalent  in  area  to  a  #9  round  bar  with  a  bar 
diameter  db  equal  to  1.125  in.  Assuming  the  displacement  ductility  demand  is 
low  (less  than  two)  and  neglecting  the  splice  classification  per  Federal  Emer¬ 
gency  Management  Agency  (FEMA)  356  (2000),  paragraph  6.4.5,  the  required 
lap  splice  length  for  a  33,000-psi  yield  strength  #9  bar  per  ACI  3 1 8-02  Chapter 
1 1  requirements  is  28.6  in.  and  the  hook  development  length  is  9.5  in.  (see  cal¬ 
culations  in  Figures  F.3  and  F.4). 

By  the  FEMA  356  (2000)  guidance  the  splice  development  length  required 
for  the  twisted  square  bar  reinforcement  would  be  28.6  in.  Since  a  lap  splice 
length  of  20  in.  is  provided,  the  maximum  ultimate  stress  fs  that  can  be  developed 
in  the  bar  per  FEMA  356  (2000)  requirements  is  33,000  psi: 


fs  =  (lb  -s-  ld)  fY  =  (20.0  28.6)  33,000  =  23,100  psi 
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where 


lb  =  lap  or  splice  length  provided 

ld  =  lap  or  splice  length  required  by  ACI  3 1 8-02  (ACI  2002) 

Referring  to  Figure  F.  1  and  summing  forces  to  get  the  compressive  force  C 
and  the  depth  of  the  stress  block  a: 
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Development  Length  of  Deformed  Bars  in  Tension 

File:  BAA5M  /  Development  Length  4  May  18,  2004 

Per  ACI  318-02  Section  12.2.2  for  No.  7  and  larger  bars 

Concrete  Compressive  Strength  -  f  '  f  :=3000  psi 

Rebar  Yield  Strength  -  f  y  f  :=  33000  psi 

Cover -c  c  :=2  inches 


Reinforcement  Location  Factor 
Coating  Factor  p  :=i.o 

Reinforcement  Size  Factor 
Lightweight  Aggegate  Factor 
Bar  Diameter  db:=  1.125 


a  :=  1.0  Not  Top  Bars 
Bars  Uncoated 

y  :=  l.o  No.  7  and  larger  bars 

A,:=i.o  Normal  Weight  Concrete 

inches  No.  9  bar 


f  -a  -p  -X  \ 

-2 -  -db  1  d  =  33.89  inches 

2°  Jic  j 

Per  ACI  318-95  Section  12.2.3 
(c-»-Ktr) 

Kfr:=o  r:=- - L  r=  1.778 


Use  r:=  1.778 


ld  =  28.591 


Figure  F.3  Mathcad  calculations  for  straight  bar  development  length 
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Per  ACI  318-02  Section  12.5.2  for  hook  devlopment  length 
Concrete  Compressive  Strength  -  f'c  f  :=3000  psi 

Rebar  Yield  Strength  -  fy  f  :=  33000  psi 
Reinforcement  Location  Factor  a  :=  1 .0  Not  Top  Bars 

Coating  Factor  p  :=  1 .0  Bars  Uncoated 

Lightweight  Aggegate  Factor  \  :=1.0  Normal  Weight  Concrete 
Bar  Diameter  d  b  :  =  1 . 1 25  inches  No.  9  bar 

Per  ACI  318-02  Section  12.5.1 


1 0.02  f  -p-Jl 


dh  •' 


-fo 


■d 


1  dh  =  13-556  inches 


r|  := 0.7  Modification  factor  per  ACI  318-02  Section  12.5.3 


1  dhm  :_rl -1dh 


!  dhm  =  9489  inches 


Figure  F.4  Mathcad  calculations  for  hooked  bar  development  length 


C=T  =  Asfsu=  1.915(23.1  ksi)  =  44.24  kips 

a  =  C+  0.85  b{f')  =  44.24  +  0.85  (12)  (3)  =  1.44  in. 

Summing  moments  about  the  compressive  force  C  to  get  the  nominal 
moment  capacity  MN : 

Mn  =  T(d- 0.5 a)  =  44.24  (15.5  -  0.72)  =  653.9  in.-kips  =  54.50  ft-kips 

With  a  static  earth  pressure  moment  demand  of  35.71  ft-kips  the  reserve 
moment  capacity  to  resist  dynamic  earth  pressures  generated  by  earthquake 
ground  motions  is  54.50  -  35.71  =  18.79  ft-kips.  This  compared  to  a  reserve 
moment  capacity  of  40.47  with  full  lap  splice  development  capability. 
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F.3  Moment  Demand  for  Design  Earthquake 

F.3.1  By  Veletsos  and  Younan  (1997) 

Assume  that  the  design  earthquake  is  that  determined  in  Appendix  C  for  the 
1,000-year  event  (peak  ground  acceleration  (PGA)  =  0.764g),  and  the  relative 
flexibility  of  the  wall  dw  is  equal  to  44.2  as  determined  in  Appendix  D. 

By  Figure  4a,  Veletsos  and  Younan  (1997),  the  moment  at  the  base  of  the 
stem  wall  assuming  rigid  body  motion  Mst  is  as  follows: 

Mst  =  0.10  (0.125)  (0.764)  (18.5)3  =  60.47  ft-kips 

Assuming  an  amplification  factor  (AF)  of  1.93  per  Figure  13a,  Veletsos  and 
Younan  (1997),  the  active  earth  pressure  earthquake  induced  moment  Mae  is: 

Mae  =  1  -93  (60.47)  =  116.71  ft-kips 

The  total  moment  demand  on  the  wall  MT  is 

Mt=  35.71  +  116.71  =  152.42  ft-kips 

The  total  moment  demand  (static  +  incremental  dynamic)  of  152.42  exceeds 
the  nominal  moment  capacity  of  54.50  ft-kips;  therefore,  a  displacement-based 
analysis  is  required. 


F.3. 2  By  Seed  and  Whitman  (1970)  and  Ebeling  and  Morrison  (1992) 

Referring  to  Section  4.2.2  of  Ebeling  and  Morrison  (1992) 
kh  =  constant  horizontal  coefficient  =  0.764 

A Kae  =  dynamic  earth  pressure  increment  coefficient  =  0.75  (kh)  =  0.573 
APae  =  AKae  (0.50)  y,  (H)2  =  0.573  (0.50)  (0.125)  (18.5)2  =  12.257  kips 
Mae  =  12.257  (0.60)  (18.5)  =  136.05  ft-kips 
PA  =  0.50  kA  y,  ( H f  =  0.50  (0.271)  (0.125)  (18.5)2  =  5.797  kips 
Ma  =  5.797  (0.333)  (18.5)  =  35.71  ft-kips 

The  total  moment  demand  on  the  wall  MT  is: 

Mt=  35.71  +  136.05  =  171.76  ft-kips 

The  total  moment  demand  (static  +  incremental  dynamic)  of  171.76  is 
slightly  larger  than  the  total  moment  demand  of  Veletsos  and  Younan  (1997) 
(including  amplification  effects). 


Appendix  F  Evaluating  an  Older  Wall 


F.4  Displacement  Capacity 


F.4.1  For  a  weak  bond  condition 

It  can  be  assumed  that  the  displacement  capacity  will  be  limited  since  severe 
bond-slip  and  strength  deterioration  can  occur  when  stresses  in  the  steel  exceed 
yield.  Therefore  the  displacement  capacity  will  be  based  on  strain  penetration 
associated  with  a  pseudo-yield  stress  of  23.1  ksi  assuming  a  single  crack  forms  at 
the  base  of  the  stem  wall.  The  yield  curvature  capacity  (j)v  will  be  based  on  a 
strain  in  the  steel  due  to  a  stress  of  23. 1  ksi.  The  ultimate  curvature  capacity  <))„ 
will  be  based  on  a  strain  in  the  steel  of  0.3  percent  for  a  weak  bond  condition 
based  on  information  suggested  in  Figure  5  of  Monti  and  Spacone  (2000). 
Calculations  for  yield  curvature  <j)v  and  ultimate  curvature  ij),,  are  illustrated  in 
Figure  F.5. 


b=12in  6c  <0.003 


fY  =  33,000  psi 

6s  =  23.1  +29,000  =  0.0008 
Sy  =  0.0030 

<|>Y  «  0.0008  +  (15.5)  0.80 

<t>Y  *  0.000065  rads  /  in  (fn,  =  0.0030  +  (15.5)  0.80 

4>u  «  0.000242  rads  /  in 


Figure  F.5  Strains  at  yield  and  ultimate 


The  ultimate  displacement  capacity  Su  is  only  equal  to  the  elastic  contribu¬ 
tion  prior  to  first  yield  of  the  reinforcing  steel  at  23.1  ksi  plus  an  inelastic  contri¬ 
bution.  Conservatively  assuming  a  triangular  distribution  of  total  earth  pressure 
(static  +  incremental  dynamic)  as  shown  in  Figure  F.6,  the  elastic  component  of 
the  displacement  capacity  (Sy)  can  be  determined. 

§v  =  0.20  (f)  h 2  =  0.20  (0.000065)  (18.5  x  12)2  =  0.64  in. 

The  total  ultimate  displacement  capacity  is 


f 

8  = s  +  (d  -d>  )l  l 

p  y  \rM  ry )  p 

V 


For  the  single  crack  condition  it  will  be  assumed  the  plastic  hinge  length  lp  is: 
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lp  =0.30 fydb  =0.30(23.1)1.00  =  7.0  in.  (see  Equation  4.7). 
where 

fy  =  yield  strength  of  the  reinforcing  steel  (ksi)  <—  Use  23.1  ksi 

dh  =  diameter  of  reinforcing  steel  <—  Use  1.0  in.  for  the  square  bars 

Sj*  =  0.64  +  (0.000242  -  0.000065)  (7.0)  (222  -3.5)  =  0.64  +  0.27  = 
0.91  in. 


F.4.2  For  a  strong  bond  condition 

With  strong  bond  (full  splice  development)  the  ultimate  displacement  capac¬ 
ity  will  increase  due  to  a  larger  yield  displacement  capacity  and  a  longer  plastic 
hinge  length. 

The  cracking  moment  capacity  Mcr  per  Equation  3.2  is 

Mcr  =  12  (18)2  (410) -6  =  265,680  in.-lb  =  22.14  ft-kips 

The  nominal  moment  capacity  MN  is  76.18  ft-kips. 

Since  MN  is  greater  than  2 Mcr,  then  the  plastic  hinge  length  lp  per  Equa¬ 
tion  4.8  is 


lp  =  0.08  L  +  0.15  (fy)  db  =  0.08  (18.5  x  12)  +  0.15  (33)  (1)  =  22.71  in. 
Referring  to  Figure  F.7,  the  ultimate  displacement  capacity  is 


^5 


+ 


8^  =  0.91  +  (0.004032  -  0.000092)  (22.71)  (222  -  1 1.35) 

=  0.91  +  18.85  =  19.76  in. 

This  would  indicate  that  with  adequate  splice  length  the  displacement  capac¬ 
ity  woidd  be  much  greater  than  the  displacement  demand,  and  displacement- 
based  performance  objectives  would  be  met. 
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b  =  12  in.  Sc  <  0.003 


fv  =  33,000  psi 

s,  =  33  +  29,000  =  0.001 14 
s„  =  0.0500 

4>ys>  0.00114  +  (15.5)0.80 

<(>v  =  0.000092  rads  /  in.  <h, »  0.050  +  (15.5)  0.80 

4>u  ~  0.004032  rads  /  in. 


Figure  F.7  Strain  conditions  at  ultimate 


F.5  Total  Displacement  Demand  5T 

F.5.1  By  Veletsos  and  Younan  (1997) 

By  Veletsos  and  Younan  (1997),  assuming  the  spectral  acceleration  Sa  is 
equal  to  the  AF  times  the  PGA,  the  maximum  dynamic  earth  pressure 
displacement  at  the  top  of  the  stem  wall  S£  via  a  shear-beam  simplified  model  is 

5 £  =  0.50  Sa  h 2  +  Vs 

Assuming  an  AF  of  2.38  per  Veletsos  and  Younan  (1997),  a  shear  wave 
velocity  of  500  fps,  and  a  PGA  of  0.764g,  the  maximum  dynamic  earth  pressure 
displacement  at  the  top  of  the  stem  wall  S£  is 

8e  =  0.50  (2.38)  (0.764)  (32.2)  (18.5)2  +  (500)2  =  0.040  ft  =  0.48  in. 

The  contribution  from  static  active  earth  pressure  dA  is 

8.4  =  Whi  -h15  EI=  5.8  (18. 5)3  4-  15  (475,000)  (1.953) 

=  0.00264  ft  =  0.032  in. 

Note:  The  gross  moment  of  inertia  at  a  distance  of  6.5  ft  above  the  base  was 
used. 

The  total  displacement  demand  on  the  wall  ST  is 
8r=  0.48  +  0.032  =  0.512  in. 
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F.5.2  By  FEMA  356  (2000) 


By  FEMA  356  (2000)  assume  the  system  period  is  equal  to  4 h  4-  Vs  per 
Veletsos  and  Younan  (1997)  and  C\  is  per  Whittaker  et  al.  (1998). 

Assume  the  strength  ratio  e  is  equal  to  the  nominal  moment  capacity  the 
earthquake  moment  demand  =  76  ft-kips  172  ft-kips  ~  0.50. 

Assume  the  effective  moment  of  inertia  IE  to  gross  moment  of  inertia  IG  ratio 
is  per  Equation  3.1  and  is  equal  to  0.8  -0.9  [(77  -e-  22)  -  1]  =  0.8  -  2.5  <—  negative 
so  minimum  ratio  of  0.25  governs. 

Per  Equation  4.25:  7)  =  4h  4-  Vs  =  4  (18.5)  4-  500  =  0.15  sec. 

From  Figure  8(b),  Whittaker  et  al.  (1998),  the  value  for  C|  ~  2.0. 

Using  the  FEMA  356  (2000)  target  displacement  equation,  substituting  this 
formulation  for  period  and  assuming  all  coefficients  except  for  C i  are  equal  to 
1.0,  and  the  spectral  acceleration  Sa  is  1.91g  per  the  Appendix  C  1,000-year 
response  spectrum: 

8E  =  Ci  •  SA  •  [4  h 2  -s-  (n2  •  Vs2)]  =  2.0  (0.405)  Sa  h2  4-  Vs2  =  0.81  SA  h 2  4-  Vs2 

8E  =  0.81  (1.91)  (32.2)  (18.5)2  4-  (500)2  =  0.0682  ft  =  0.818  in. 

8t=  0.818  +  0.032  =  0.848  in. 


F.5.3  By  Seed  and  Whitman  (1970) 

Using  the  total  pressure  from  Seed  and  Whitman  (1970)  to  determine  wall 
displacement  and  assuming  the  total  pressure  is  uniform  at  approximately  1.0  ksf. 

5 T=w  h4  4-8  £7=  1.0  (18.5)4  4-  8  (475,000)  (1.953)  =  0.01578  ft  =  0.19  in. 

Note:  The  gross  moment  of  inertia  at  a  distance  of  6.5  ft  above  the  base  was 
used  for  this  approximate  calculation.  A  SAP90  analysis,  accounting  for  the 
variation  in  moment  of  inertia  along  the  stem  height  and  accounting  for  the  actual 
Seed  and  Whitman  (1970)  total  pressure  distribution,  was  used  to  verify  the 
displacement  demand  at  the  top  of  the  wall.  By  SAP90  analysis  the  displacement 
demands  at  the  top  of  the  wall  were  equal  to  0.0131  ft  =  0.16  in. 

Assuming  as  before  the  effective  moment  of  inertia  is  equal  to  25  percent  of 
the  gross  section  moment  of  inertia,  the  displacement  at  the  top  of  the  wall  is 
equal  to  4  (0.16)  in.  =  0.64  in. 
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F.6  Shear  Demand  to  Capacity  Check 


Appendix  F 


F.6.1  Shear  demand  for  design  earthquake  per  Veletsos  and  Younan 
(1997) 

Assuming  the  design  earthquake  is  that  determined  in  Appendix  C  for  the 
1,000-year  event  (PGA  =  0.764g),  and  the  relative  flexibility  of  the  wall  dw  is 
equal  to  44.2  as  determined  in  Appendix  D. 

By  Figure  3  a,  Veletsos  and  Younan  (1997),  the  shear  at  the  base  of  the  stem 
wall  assuming  rigid  body  motion  Vst  is  as  follows: 

Vst  =  0.40  (0.125)  (0.764)  (18.5)2  =  13.07  kips 

Assuming  an  AF  of  1.93  per  Figure  13  a,  Veletsos  and  Younan  (1997),  the 
active  earth  pressure  earthquake  induced  shear  VAE  is 

Vae=  1-93  (13.07)  =  25.23  kips 

The  total  shear  demand  on  the  wall  VT  is 

VT=  5.80  +  25.23  =  31.03  kips 


F.6. 2  Shear  demand  for  design  earthquake  per  Seed  and  Whitman 
(1970) 

Per  Seed  and  Whitman  (1970)  the  active  earth  pressure  earthquake  induced 
shear  VAe  is 

VAE  =  0.375  p  k,*gH 2  =  0.375  (0.125)  (0.764)  (18.5)2  =  12.26  kips 
The  total  shear  demand  on  the  wall  VT  is 
VT=  5.80+  12.26  =  18.06  kips 

F.6. 3  Shear  demand  as  limited  by  flexural  capacity 

By  limiting  the  total  shear  demand  to  1.5  times  the  shear  associated  with  the 
nominal  flexural  strength  per  Section  4.2. 1  then: 

VT=  1.5  (76.18  h-  35.71)  (5.8)  =  18.56  kips  <—  Assumes  governs 


F.6. 4  Shear  demand  to  shear  capacity  evaluation 


The  total  shear  demand  of  18.56  kips  is  compared  to  the  concrete  shear 
capacity  Fc  per  Equation  4.1.  Assuming  a  displacement  ductility  demand  equal  to 
two  (low  ductility  demand),  using  k,  a  factor  dependent  on  member  flexural  dis¬ 
placement  ductility  demand,  equal  to  2.0,  per  Section  6.4.4  of  FEMA  356  (2000) 
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and  using  the  actual  concrete  compressive  strength  as  equal  to  1.5  (3000)  = 
4,500  psi. 

Vn=2  (4500)1/2  (0.80  x  18  x  12)  =  23184  lb  =  23.18  kips 

Vu  =  total  ultimate  shear  strength  =  (j) VN  =  0.85  (23.18)  =  19.70  kips 

Shear  capacity  greater  than  shear  demand  -  Okay 


F.7  Sliding  Shear  Demand  to  Capacity  Check 

Sliding  shear  capacity  at  the  stem-to-base  contact  interface  due  to  shear  fric¬ 
tion  Vsf  is 


Vsf  ~  Ifs’F (P  +  0.25  Asfy ) 


where 


=  sliding  shear  coefficient  of  friction,  per  AC1  3 1 8-02  =1.0 

P  =  axial  load  on  section  =  3.12  kips  (See  Table  D.l) 

As  =  area  of  the  longitudinal  reinforcing  steel  across  the  potential  failure 
plane 

As=  1.915  in.2 

fy  =  yield  strength  of  the  reinforcing  steel  <—  Use  23.1  ksi 
VSF=  1.0  [3.12  +  0.25  (1.915)  (23.1)]  =  14.18  kips  <  18.71  kips 

Demand  greater  than  capacity  -  NG 

However,  it  may  be  considered  okay  since  sliding  shear  failures  do  not 
generally  lead  to  collapse.1  Would  be  okay  if  development  length  were  adequate 
to  develop  the  lull  yield  capacity  of  33  ksi. 


F.8  Fracture  of  Reinforcing  Steel 

Fracture  of  the  reinforcing  steel  will  not  occur  since  the  nominal  moment 
capacity  MN  is  more  than  1.2  times  the  cracking  moment  MCr. 


F.9  SAP90  Check  of  Seed  and  Whitman  (1970) 
Results 

Input  to  the  SAP90  analysis  (Wilson  and  Habibullah  1990)  is  illustrated  in 
Figure  F.8. 


1  M.J.N.  Priestley,  1997,  “Criteria  Review  for  Corps  —  Seismic  Design  and  Evaluation  of 
Powerhouse  Superstructures,”  presented  in  Appendix  G  of  this  report. 
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Moment  and  shear  demands  by  the  following  SAP90  analysis  check  with 
those  computed  in  Sections  F.3.2  and  F.6.2,  respectively.  Displacement  demands 
agree  reasonably  with  the  approximate  displacement  demands  computed  in  Sec¬ 
tion  F.5.3. 

SAP90  INPUT 

CANTILEVER  RETAINING  WALL  BY  WSD 
C:  FILE:  BA54 
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C:  18.5  FOOT  HIGH  STEM  WALL 

C:  BEAM  ELEMENT  MODEL 

C:  UNITS  KIPS  FEET 

C:  JUNE  15,  2004 

C:  STATIC  +  INCREMENTAL  DYNAMIC  EARTH  PRESSURES 

SYSTEM 

L=1 


RESTRAINTS 


1 

R=l, 

\ — 1 

\ — 1 

\ — 1 

\ — 1 

\ — 1 

2, 

o 

II 

\ — 1 

CO 

o 

\ — 1 

\ — 1 

\ — 1 

o 

JOINTS 

1 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

o 

o 

II 

X 

2 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

LO 

o 

II 

X 

3 

X 

II 

o 

o 

o 

Y=3 . 50  z=0.00 

4 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

LO 

LO 

II 

X 

5 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

LO 

CTt 

II 

X 

6 

X 

II 

o 

o 

o 

Y=12 . 50  Z=0.00 

7 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

LO 

LO 
\ — 1 
II 

X 

8 

X 

II 

o 

o 

o 

o 

o 

o 

II 

IS] 

o 

LO 

CO 

I — 1 

II 

X 

FRAME 

NM 

=8  NL=7 

1 

A= 1.521 

1=3.519,3.519  E=475000 

2 

A=  1.500 

1=3.375,3.375  E=475000 

3 

A=  1.375 

1=2.600,2.600  E=475000 

4 

A=1 .250 

1=1.953,1.953  E=475000 

5 

A=1 .125 

1=1.424,1.424  E=475000 

6 

A=1 .000 

1=1.000,1.000  E=475000 

7 

A=0 . 875 

1=0.670,0.670  E=475000 

8 

A=0 .750 

1=0.422,0.422  E=475000 

1 

TRAP=0 , 0 

.890,0,0.5,0.895,0 

2 

TRAP=0 , 0 

.895,0,3.0,0.922,0 

3 

TRAP=0 , 0 

.922,0,3.0,0.950,0 

4 

TRAP=0, 0 

.950,0,3.0,0.977,0 

5 

TRAP=0, 0 

.977,0,3.0,1.003,0 

6 

TRAP=0, 1 

.003,0,3.0,1.034,0 

7 

TRAP=0 , 1 

.034,0,3.0,1.061,0 

1.1.2  M=1 ,2,3  NSL=1 

2.2.3  M=2 ,3,3  NSL=2 

3.3.4  M=3 ,4,3  NSL=3 

4.4.5  M=4 ,5,3  NSL=4 

5.5.6  M=5 ,6,3  NSL=5 

6.6.7  M=6,7,3  NSL=6 

7.7.8  M=7 ,8,3  NSL=7 


SAP90  DISPLACEMENTS 

LOAD  CONDITION  1  -  DISPLACEMENTS  "U"  AND  ROTATIONS  "R" 


JOINT 

U(X) 

U  (Y) 

R(Z) 

1 

0.000000 

0.000000 

0.000000 

2 

-0 . 1279E-04 

0 . 0000E+00 

0 . 5108E-04 

3 

-0 . 6105E-03 

0 . 0000E+00 

0 . 3429E-03 

4 

-0.002037 

0.000000 

0.000602 

5 

-0.004175 

0.000000 

0.000815 

6 

-0.006866 

0.000000 

0.000968 
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0.000000 

0.000000 


0.001049 

0.001066 


7  -0.009910 

8  -0.013095 


Max  5  =  0.013095  feet 
=  0.16  inches 


SAP90  MOMENTS  AND  SHEARS 


ELT 

LOAD 

DIST 

1-2 

PLANE 

AXIAL 

ID 

COND 

ENDI 

SHEAR 

MOMENT 

FORCE 

1 

1 

0.000 

0.000 

0.000 

-18.038 

171.721 

0.500 

0.500 

-17.592 

162 . 813 

0.000 

2 

1 

0.000 

0.000 

-17.592 

162 . 813 

0.000 

3.000 

3.000 

-14 .866 

114.105 

0.000 

3 

1 

0.000 

0.000 

-14 .866 

114 . 105 

0.000 

3.000 

3.000 

-12.058 

73.696 

0.000 

4 

1 

0.000 

0.000 

-12.058 

73.696 

0.000 

3.000 

3.000 

-9.168 

41 . 836 

0.000 

5 

1 

0.000 

0.000 

-9.168 

41 . 836 

0.000 

3.000 

3.000 

-6.198 

18.768 

0.000 

6 

1 

0.000 

0.000 

-6.198 

18.768 

0.000 

3.000 

3.000 

-3.142 

4.734 

0.000 

7 

1 

0.000 

0.000 

-3.143 

4.734 

0.000 

3.000 

3.000 

0.000 

0.000 

0.000 

Max  M  = 

171.72  ft-kips 


Max  V  = 
18.04  kips 


F.10  Summary 

These  computations  suggest  the  displacement  capacity  of  the  retaining  wall 
because  of  inadequate  splice  lengths  may  be  marginal  with  respect  to  earthquake 
displacement  demands. 


It  appears  as  if  the  Seed  and  Whitman  (1970)  approach  will  provide  reason¬ 
able  estimates  of  moment  and  shear  demands  for  the  stem  of  a  cantilever  retain¬ 
ing  wall.  Displacement  demands  under  conditions  where  a  residual  displacement 
does  not  accumulate  (i.e.,  few  postyield  excursions)  are  also  reasonable  provided 
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the  effective  moment  of  inertia  is  used  in  combination  with  the  total  earth  pres¬ 
sure  demands  per  Seed  and  Whitman  (1970).  However,  it  is  believed  that  the 
Veletsos  and  Younan  (1997)  approach  will  give  more  reliable  estimates  of  dis¬ 
placement  demands  because  it  accounts  for  the  dynamic  characteristics  of  the 
soil-wall  system.  Displacement  demands  will  be  small  if  wall  performance  is  near 
yield  with  few  postyield  excursions.  Except  for  walls  where  the  lap  splices  are 
deficient,  the  displacement  demands  should  be  within  the  displacement  capacity 
of  the  wall.  For  cases  where  there  are  expected  to  be  several  postyield  excur¬ 
sions,  a  method  to  account  for  residual  displacement  build-up  is  needed.  The  next 
section  describes  a  method  with  some  aspects  that  are  speculative.  However,  the 
authors  of  this  report  believe  that  the  approach  described  contains  the  essential 
fundamental  features  to  characterize  the  response. 


F.11  A  Proposed  Methodology  for  Estimating 
Residual  Displacements 

A  step-by-step  methodology  for  determining  residual  displacement  is 
described  in  this  section.  In  this  methodology  it  is  assumed  the  CWRotate  com¬ 
puter  program  has  been  enhanced  to  perform  the  incremental  pulse-excursion 
response  history  analysis  needed  to  assess  residual  displacement  demands.  The 
methodology  is  illustrated  using  the  example  of  Appendix  D,  assuming  that  there 
is  a  lap  splice  deficiency  as  described  in  preceding  sections  of  this  appendix. 
Residual  displacement  demand  is  the  total  permanent  displacement  demand  at  the 
top  of  the  wall  with  respect  to  the  stem  wall  base  (Figure  4.6,  main  text). 


F.11 .1  Step-by-step  methodology  for  determining  residual  displace¬ 
ment  demand  for  retaining  wall  with  moist  backfill  (no  water  table) 

F.ll.1.1  Step  1.  Determine  yield  acceleration.  Using  the  loading  combina¬ 
tion  described  by  Equation  1.3  it  can  be  seen  that  a  flexural  “yield”  condition 
would  be  created  at  the  base  of  the  stem  wall  when  earthquake  demands  due  to 
dynamic  earth  pressures  equal  or  exceed  the  reserve  nominal  moment  capacity 
Mr  of  the  stem  wall 

Mr  =  Mfj  —  Ml 

where  MA  is  the  moment  demand  due  to  static  “active”  earth  pressure. 

For  the  wall  described  previously: 

Mr  =  54.50  ft-kips  -  35.71  ft-kips  =  18.79  ft-kips 

This  formulation  assumes  that  flexural  yielding  in  the  stem  wall  will  create  a 
displacement  demand  at  the  top  of  the  wall  consistent  with  an  active  state  condi¬ 
tion  in  the  backfill  (otherwise  static  earth  pressures  consistent  with  wall  move¬ 
ments  are  used  to  compute  MA).  Using  the  simplified  formulations  for  determin¬ 
ing  dynamic  active  earth  pressure  as  described  in  Ebeling  and  Morrison  (1992) 
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the  moment  demand  due  to  incremental  dynamic  earth  pressures  MAE  can  be 
determined  as  described  in  the  following  text. 

The  incremental  dynamic  earth  pressure  force  A PAE  is: 

\PAE  =  MCae  (0.5)  y  H2 


where 

A K  j /.;  —  0.75  kh 

kh  =  fraction  of  horizontal  acceleration 
y  =  moist  unit  weight  of  backfill 
H=  height  of  backfill  above  stem  wall  base 

With  A PAE  assumed  to  act  at  0.6 H  above  the  stem  wall  base,  the  incremental 
dynamic  earth  pressure  moment  at  the  stem  wall  base  A Mae  is 

A Mae  =  APae  (0.6)  H  =  0.225  kh  y  T/3 


In  terms  of  mass  density  p 

AMae  =  0.225  hgptf 

By  setting  the  incremental  dynamic  earth  pressure  moment  A MAE  equal  to  the 
reserve  nominal  moment  capacity  MR,  the  yield  acceleration  ay,  or  the  accelera¬ 
tion  that  causes  yielding  to  occur  at  the  base  of  the  stem  wall,  can  be  determined. 

0.225  kh  g  p  //3  =  Mr 

With  ay  =  kh  g,  and  p  =  y  +  g 
MRg 

y  0.225 yH3 

For  the  wall  described  previously 

- I8^9! - -  =  0.106g 

y  0.225(0. 125)(18.5)3 

The  reserve  nominal  moment  capacity  MR  will  depend  on  the  flexural  rein¬ 
forcement  used  in  the  stem  wall,  the  depth  of  the  stem  wall,  and  factors  that  may 
reduce  the  reserve  nominal  moment  capacity  such  as  inadequate  splice  length  and 
low  bond  deformation  reinforcement.  The  yield  acceleration  av  will  be  unique  to 
each  particular  wall.  Therefore  it  will  be  a  user-specified  input  quantity  to  be 
used  when  performing  a  CWRotate  residual  displacement  evaluation  of  a  retain¬ 
ing  wall  dominated  by  a  stem  wall  yielding  response. 
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F.ll.1.2  Step  2.  Determine  incremental  pulse-excursion  displacement 
demands  at  top  of  stem  wall.  Laboratory-based  structural  seismic  research  con¬ 
ducted  to  date  on  model  Coips  cantilever  retaining  walls  has  been  limited.  There 
is  no  laboratory -based  Corps  relationship  between  the  permanent  seismic  dis¬ 
placement  at  the  top  of  the  stem  wall  and  ground  motion  parameters.  However,  at 
this  time  and  pending  the  results  of  future  Coips  research,  procedures  described 
in  Veletsos  and  Younan  (1997)  may  be  used  to  approximate  incremental  dis¬ 
placement  demands  at  the  top  of  the  stem  wall.  As  indicated  in  Figure  7a  of 
Veletsos  and  Younan  (1997),  at  the  top  of  the  stem  wall  the  upper  bound  dis¬ 
placement  of  the  shear  beam  8,,  when  subject  to  a  ground  acceleration  a,,  is 
approximately  equal  to 


0.50  (ag)H2 


This  formulation,  when  used  with  an  ag  value  representing  the  peak  ground 
acceleration,  provides  an  estimate  of  the  peak  displacement  response  (at  the  top 
of  the  stem  wall  relative  to  its  base)  for  an  elastic  system. 


For  systems  dominated  by  a  flexural  yielding  response  (i.e.,  with  all  brittle 
modes  of  failure  suppressed)  it  is  necessary  to  sum  all  the  nonrecoverable  dis¬ 
placements  associated  with  postyield  behavior.  These  nonrecoverable  displace¬ 
ments  are  assumed  to  occur  during  each  pulse  excursion  i  where  the  ground 
acceleration  ag(i)  exceeds  the  yield  acceleration  a,. 

For  a  given  pulse  excursion  i  the  total  displacement  (elastic  and  inelastic)  for 
that  pulse  excursion  increment  8gaj  is 


3sr(0  “ 


0-50 


For  this  example: 


V(  o 


0.50(a„„)(l8.5)i 

5002 


0.000685ag(i) 


By  subtracting  the  yield  displacement  Sv  from  the  total  displacement  for  a 
given  pulse  excursion  i  the  nonrecoverable  inelastic  residual  displacement  for 
that  pulse  excursion  8r(i)  can  be  determined  as  illustrated  in  Figure  F.9.  The 
nonrecoverable  displacements  that  occur  during  each  pulse  excursion  i  where  the 
ground  acceleration  ag(i)  exceeds  the  yield  acceleration  av  are  summed  to  obtain 
the  total  residual  displacement  I.8r(i)  for  a  given  time-history  record.  This  process 
is  illustrated  in  Figure  F.  10.  Illustrated  in  Figure  F.  10a  are  four  pulse  excursions 
where  the  yield  acceleration  has  been  exceeded.  The  residual  displacements  are 
shown  and  summed  in  the  bottom  of  Figure  F.  10. 
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Figure  F.9  Stem  wall  elasto-plastic  behavior,  residual  displacement  (5r(i)),  for  a 
single  pulse  excursion  where  ag(i)  >  ay 


It  should  be  observed  that  the  yield  displacement  Sv  can  be  determined  by 
setting  ground  acceleration  ag(i)  equal  to  the  yield  acceleration  av.  For  this 
example: 

8V  =  0.000685  (0.106)  (32.2)  =  0.00234  ft  =  0.028  in. 

It  shoidd  also  be  noted  that  in  the  pulse  excursion  determination  of  residual 
displacement  the  potential  amplification  of  the  transient  response  should  be  cap¬ 
tured  by  appropriate  modifications  to  the  time-history  record.  The  influence  on 
the  backfill  deposit  will  be  greatest  near  the  predominant  period  of  the  deposit  7), 
which  for  the  shear-beam  model  is 


Modifications  to  top  of  rock  time-history  records  are  needed  to  reflect  aver¬ 
age  conditions  in  the  backfill.  These  modifications  can  be  approximated  by 
ground  motion  experts  using  equivalent  linear  dynamic  soil  response  methods 
such  as  SHAKE  (Schnabel  et  al.  1972)  or  Idriss  and  Sun  (1992),  as  well  as  pro¬ 
vide  an  earthquake-induced  strain-compatible  value  of  average  shear  wave 
velocity  within  the  retained  soil.  The  equivalent  linear  dynamic  soil  response 
approach  is  necessary  to  reasonably  assess  the  number  of  excursions  beyond 
yield  as  well  as  the  magnitude  of  these  excursions. 
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Figure  F.10  Permanent  displacement  at  top  of  wall  relative  to  base  (5)8^)) 


F.ll.1.3  Step  3.  Perform  incremental  pulse-excursion  response  history 
analysis  and  sum  (permanent)  incremental  displacements.  As  indicated  in  the 
preceding  paragraphs,  the  incremental  pulse-excursion  response  history  analysis 
to  be  incorporated  into  CWRotate  for  the  purpose  of  determining  residual  (per¬ 
manent)  displacement  demand  is  illustrated  in  Figures  F.9  and  F.  10.  Figure  F.9 
illustrates  the  determination  of  the  residual  displacement  occurring  at  each  pulse- 
excursion  increment.  The  top  portion  of  Figure  F.10  illustrates  pulse-excursion 
increments  where  the  peak  time-history  acceleration  ag(i)  exceeds  the  yield  accel¬ 
eration  ay.  The  bottom  portion  of  Figure  F.10  illustrates  the  accumulation  of 
residual  displacement  with  each  pulse  excursion  where  the  peak  time-history 
acceleration  exceeds  the  yield  acceleration. 


F.1 1.2  Assumptions  used  for  proposed  determination  of  residual 
displacement  (permanent  displacement  at  the  top  of  the  stem  wall 
relative  to  the  base) 

At  any  pulse  excursion  increment  where  the  incremental  ground  acceleration 
aga)  is  less  than  the  yield  acceleration  ay  it  will  be  assumed  all  displacements  are 
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elastic  and  will  not  result  in  a  residual  displacement  accumulation  (i.e.,  displace¬ 
ments  are  recoverable). 

At  any  pulse-excursion  increment  where  the  incremental  ground  acceleration 
aga)  is  greater  than  the  yield  acceleration  ay  it  will  be  assumed  the  portion  of  the 
displacement  up  to  yield  is  recoverable  but  the  postyield  component  of  the  dis¬ 
placement  is  nonrecoverable  and  will  add  to  any  previous  residual  displacement 
accumulation. 

With  each  pulse  excursion  increment  of  postyield  displacement  it  is  assumed 
that  plastic  flow  will  take  place  in  the  soil  such  that  subsequent  postyield  dis¬ 
placement  will  be  additive. 
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Appendix  G 

Criteria  Review  for  Corps  by 
Dr.  Priestley  and  Dr.  Moehle 


This  appendix  includes  general  observations  and  comments  made  by 
Dr.  M.  J.  N.  Priestley,  Department  of  Applied  Mechanics  and  Engineering  Sci¬ 
ences,  University  of  California,  San  Diego,  CA,  and  Dr.  J.  P.  Moehle,  Earthquake 
Engineering  Research  Center,  University  of  California,  Richmond,  CA,  on  guid¬ 
ance  proposed  for  use  in  evaluating  the  seismic  performance  of  Corps  intake 
towers  and  powerhouses.  Some  recommendations  in  this  report  are  based  on 
these  observations  and  comments.  It  should  be  noted  that  Dr.  Priestley’s  and 
Dr.  Moehle’s  comments  were  edited  to  remove  editorial  comments,  and  rewritten 
in  a  form  consistent  with  current  terminology. 


G.1  Seismic  Evaluation  of  Intake  Towers  - 
Dr.  M.  J.  N.  Priestley  -  June  1995 

a.  General  Comments 

(1)  The  design  and  evaluation  procedures  are  based  on  the  following 
precepts: 


(a)  Limited  flexural  ductility  is  permitted.  This  is  expressed  by 
allowing  a  force  reduction  factor  (RM)  equal  to  two.  Because  of  the  expected  low 
periods  of  intake  structures  (0.1  <  T  <  0.5  seconds)  the  “equal  energy”  relation¬ 
ship  between  elastic  and  inelastic  displacement  response  is  assumed  to  be  appro¬ 
priate,  implying  displacement  ductility  factors  of  about  pA  =  3. 

(b)  Comment:  For  a  lightly  reinforced  structure  with  low  axial  load, 
a  value  of  pA  =  3  will  generally  be  less  than  that  corresponding  to  onset  of 
spalling  of  concrete  in  the  compression  zone.  Since  the  intake  structures  are 
essentially  unconfmed,  this  design  criterion  is  appropriately  conservative.  An 
exception  could  occur  with  rectangular  structures  subjected  to  diagonal  response. 
The  reduced  width  of  the  compression  zone  under  this  case  forces  a  deeper  com¬ 
pression  zone,  particularly  for  hollow  sections,  and  may  result  in  premature 
crushing.  Although  this  is  permitted  under  the  MDE,  the  extent  of  damage  will 
be  uncertain.  Since  the  design  approach  is  to  check  only  the  principal  axes  for 
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strength,  it  is  recommended  that  some  detailed  analysis  of  the  diagonal  response 
should  be  carried  out  to  determine  that  response  will  be  satisfactory  under  diago¬ 
nal  attack  at  pA  =  3  (note:  flexural  and  shear  strength  under  diagonal  attack  are 
likely  to  be  similar  to  that  in  the  principal  directions,  so  similar  ductility  demand 
can  be  expected). 

(c)  Strength  of  all  potentially  brittle  failure  modes  must  exceed  the 
force  levels  corresponding  to  fully  elastic  response.  This  effectively  relates  only 
to  shear  strength.  Because  of  the  brittle  nature  of  shear  failure  it  must  be  avoided. 

(d)  Comment:  Strictly  speaking,  the  maximum  shear  force  that  can 
be  developed  is  not  directly  related  to  the  elastic  response  shear  force,  but  to  the 
maximum  feasible  flexural  strength,  and  the  potential  for  dynamic  amplification 
of  shear  in  inelastic  response.  However,  it  can  be  shown  that  the  elastic  shear 
response  resulting  from  a  multi-mode  spectral  analysis  is  an  upper  limit  to  the 
shear  force  that  can  be  derived.  The  approach  is  thus  conservative.  In  many 
cases,  given  the  low  flexural  ductility  expected,  a  lower  required  shear  strength, 
say  1.5  times  that  corresponding  to  nominal  flexural  strength,  could  be  consid¬ 
ered  acceptable.  Although  this  refinement  may  not  be  justified  for  new  design,  it 
could  be  adopted  for  assessment  of  existing  structures  to  avoid  unnecessary  con¬ 
servatism  and  unwarranted  retrofit  (but  note  comments  below  on  the  method  of 
determining  actual  flexural  strength). 

(e)  Strength  reduction  factors  are  not  included  in  estimation  of 
design  or  dependable  strength. 

(f)  Comment:  Although  this  is  contrary  to  general  practice  in  the 
United  States,  it  is  not  unreasonable,  since  the  main  purpose  of  a  strength- 
reduction  factor  is  to  ensure  that  an  adequate  margin  of  strength  over  loads  exists 
to  account  for  unexpectedly  low  material  strengths,  or  errors  in  analytical  meth¬ 
ods  for  predicting  strengths.  Since  actual  flexural  strength  is  expected  to  be 
developed  in  a  ductile  or  limited  ductile  design,  the  use  of  a  strength  reduction 
factor  is,  at  best,  of  limited  relevance.  However,  the  same  argument  cannot  be 
applied  to  shear  strength.  Theoretically,  a  strength  reduction  factor  should  still  be 
applied.  In  the  capacity  design  approach  as  adopted  in  New  Zealand,  the  lack  of 
usage  of  a  strength  reduction  factor  for  shear  is  justified  on  the  basis  of  the  con¬ 
servative  excess  of  required  shear  strength  over  flexural  strength,  and  the  conser¬ 
vative  nature  of  design  shear  strength  equations.  Although  a  more  consistent 
approach  would  be  preferably  with  a  lower  required  enhancement  factor  for 
design  shear  force,  and  a  strength  reduction  factor  incorporated  in  the  estimation 
of  design  shear  strength,  the  proposed  approach  seems  suitably  conservative. 

b.  Specific  Comments: 

(1)  Anchorage  Failure  Checks.  The  design  approach  is  conservative 
and  simple  to  satisfy  for  new  designs.  The  equation  should  be: 

4  =i200<4 — f-^T= 

60,000 V/c 
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(2)  Splice  Failure  Check  in  Existing  Towers:  If  it  is  assumed  that  the 
actual  stress  in  longitudinal  reinforcement  may  be  as  high  as  1.4  fy  as  a  result  of 
strain  hardening,  and  the  actual  yield  strength  exceeding  nominal  strength,  then 
the  equation  as  presented  is  theoretically  correct  for  a  coefficient  of  friction  of 
1.4  across  naturally  occurring  splitting  cracks.  However,  this  equation  may  be 
excessively  conservative  in  existing  structures.  Bond  deterioration  under  cyclic 
loading  only  occurs  if  the  maximum  compressive  strain  at  the  location  of  the 
splice  reaches  levels  where  longitudinal  micro-cracking  develops,  reducing  the 
concrete  tensile  strength,  and  hence  the  bond  competence.  If  section  analysis 
indicates  that  peak  compressive  strains  at  the  lap  do  not  exceed  about  0.002,  then 
the  concrete  tensile  strength  can  be  relied  upon,  and  provided  the  lap  length  is 
adequate,  splice  failure  is  not  expected.  The  necessary  splice  length  may  conser¬ 
vatively  be  estimated  from  codified  development  lengths,  or  by  first-principal 
approaches. 

(3)  Splice  Design-New  Towers:  Wherever  possible,  lap  splices  should 
be  excluded  from  plastic  hinge  regions.  If  permitted,  the  provisions  are  reasona¬ 
bly  conservative  as  noted  above,  but  no  more  than  every  alternate  longitudinal 
bar  should  be  spliced  at  a  given  section.  Consideration  might  be  given  to 
mechanical  splices,  but  only  if  test  results  indicate  that  the  splice  enables  the 
ultimate  strength  (not  yield  strength)  of  the  bar  to  be  developed.  Although  the 
requirement  that  transverse  reinforcement  for  clamping  the  splices  be  additional 
to  requirements  for  shear  reinforcement  is  conservative,  it  is  not  clear  that  it  is 
necessary.  Given  a  series  of  diagonal  cracks  in  the  webs  of  a  tower,  diagonal 
compression  struts  parallel  to  these  cracks  will  be  developed  as  part  of  the  truss 
mechanism.  These  compression  struts  will  tend  to  clamp  the  splices.  Secondly,  it 
should  be  noted  that  the  critical  splice  condition  occurs  for  the  extreme  tension 
longitudinal  reinforcement,  whereas  critical  conditions  for  shear  occur  at  mid¬ 
section  depth.  Thus  the  two  actions  are  not  simultaneously  critical  at  the  same 
location.  Thus  the  requirement  for  additive  transverse  steel  amounts  need  not  be 
made.  This  may  be  of  particular  benefit  in  assessing  existing  structures. 

(4)  Shear  Failure  Check  -  Existing  Towers  and  New  Towers:  A 

conservative  approach  for  determining  concrete  shear  strength  is  to  use: 


Vc=2 


k  +  - 


20004 


VX(4)  (Psi) 


Where  k  =  1  for  pA  =  1,  and  k  =  0.5  for  pA  =  2  with  linear  interpolation  between 
these  values,  where  pA  is  the  flexural  displacement  ductility  demand  and 

P  =  Axial  load  on  section  (lb) 

f  'ca  =  Actual  concrete  compressive  strength  (typically  f  'ca  >1.5  fc) 

Ae  =  0.8  Agwss  ( AgrOSS  =  actual  cross-section  area)  (in.2) 

For  circular  towers  and  rectangular  towers  under  diagonal  attack  the  tensile  force 
in  transverse  reinforcement  crossing  cracks  will  not,  in  general,  be  parallel  with 
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the  applied  shear  force,  and  expressions  different  from  those  presented  in  the 
ACI  building  code  for  shear  reinforcement  apply. 

For  circular  towers  the  appropriate  equation  is: 


AfyD 


where 

Ah  =  Fioop  cross  section  area  (in.2) 

D  =  Diameter  of  the  hoop  (in.) 

For  rectangular  towers,  the  appropriate  equations  depends  on  the  section  shape, 
but  for  a  square  tower  in  the  diagonal  direction: 

Ayfyd 
s 


In  this  case  d  is  longer  than  for  the  principal  directions,  but  does  not  compensate 
for  the  30  percent  reduction  in  transverse  reinforcement  efficiency. 

Note:  d  is  the  depth  to  the  centroid  of  the  longitudinal  steel  in  the  diagonal  direc¬ 
tion  of  attack. 

(5)  Spalling  Criterion:  Spalling  criterion  of  sc  =  0.003  is  conservative, 
since  experiments  indicate  larger  strains  at  the  onset  of  crushing  or  spalling. 
However,  the  very  large  tower  section  sizes  and  lack  of  relevant  test  data  indicate 
a  need  for  conservatism.  The  use  of  sc  =  0.003  will  not  normally  limit  displace¬ 
ment  ductility  capacity. 

(6)  Sliding  Shear  Failure:  The  following  equation  is  appropriate  for 
determining  sliding  shear  resistance  at  low  levels  of  displacement  ductility 
demand: 


Vsi=[P  +  025fyAVF~] 


It  should  be  noted  that  sliding  shear  does  not  necessarily  constitute  a  failure  con¬ 
dition,  and  that  a  sliding  shear  force  corresponding  to  a  shear  displacement  duc¬ 
tility  demand  pA  =  1  is  incompatible  with  a  flexural  displacement  ductility 
demand  pA  =  2,  since  sliding  shear  is  limited  by  flexural  strength. 

(7)  Minimum  Tensile  Reinforcement  Requirements:  It  is  desirable  to 
have  nominal  moment  capacity  20  percent  greater  than  the  cracking  moment 
capacity.  Existing  codes  normally  require  at  least  a  20  percent  margin,  which  is  a 
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lower  limit.  However,  given  the  low  ductility  demand  levels  permitted,  a 
20  percent  margin  would  be  sufficient. 


Appendix  G 


c.  Priestley  Procedure  for  Estimating  the  Plastic  Displacement  Capacity  of 
Intake  Towers. 

The  plastic  displacement  capacity  (8P)  shall  be  calculated  from: 

8p=tLpH 


where 

i()u  =  Plastic  curvature 
LP  =  Plastic  hinge  length 

H  =  The  height  from  the  critical  section  to  the  top  of  the  tower. 
The  plastic  curvature  is: 


</>„  ~(t>y 

Where  <t>u  =  the  ultimate  curvature  capacity. 

Corresponds  to  a  maximum  concrete  strain: 

(sc  =  0.002  when  needed  to  prevent  bond  deterioration),  or 
(sc  =  0.004  when  needed  to  prevent  concrete  spalling),  or 

Corresponding  to  a  maximum  reinforcement  strain: 

(ss  =  0.05  when  needed  to  prevent  fracturing  of  the  reinforcing  steel) 

Whichever  occurs  first,  and  <t>Y  =  the  yield  curvature  of  the  bilinear  approxima¬ 
tion  to  the  moment-curvature  response. 

When  Mn  <1.2  MCR,  the  plastic  hinge  length  shall  be: 

Lp  =0.30. fydbl 

Where/,  is  the  yield  strength  of  the  longitudinal  reinforcement  of  diameter  du- 
When  MN  >  2  MCr,  the  plastic  hinge  length  shall  be: 

Lp  =  0.08//  +  0.\5fydu 

For  1 .2  MCR  <  MN  <  2  MCr,  the  plastic  hinge  length  shall  be  from  linear  interpo¬ 
lation  between  the  two  above  values  of  Lp. 
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G.2  Seismic  Design  and  Evaluation  of 
Powerhouse  Superstructures  —  Dr.  M.  J.  N. 
Priestley  —  December  1997 

a.  Response  to  Major  Issues 

(1)  Effective  Stiffness.  An  effective  stiffness  equal  to  one-third  the 
gross  section  stiffness  may  not  be  appropriate  for  lightly  reinforced  walls,  such  as 
powerhouse  walls.  Figure  G.  1  shows  the  variation  of  cracked  section  stiffness, 
expressed  as  a  fraction  of  the  gross  section  stiffness,  related  to  the  ratio  of  ulti¬ 
mate  to  cracking  moment  (MN/  Mcr).  Values  are  given  for  both  grade  40  and 
grade  60  rebar,  using  the  nominal  strength  values,  since  yield  curvatures  are 
essentially  inversely  proportional  to  reinforcement  yield  strength.  Put  another 
way,  a  wall  with  grade  60  rebar  will  have  a  lower  reinforcement  ratio  than  one 
with  grade  40  rebar,  for  the  same  MN  /  Mcr,  and  hence  will  have  a  lower  cracked 
section  stiffness. 

It  will  be  seen  that  these  values  of  Icr  /  /„,  particularly  those  for  f,  =  60  ksi,  are 
considerably  lower  than  0.33,  especially  for  low  ratios  of  MNt  Mcr.  However, 
when  the  wall  is  lightly  reinforced,  the  extent  of  cracking  will  be  limited  and  it  is 
inappropriate  to  use  the  Icr  value  for  the  full  height  for  period  of  deflection 
calculations. 

The  ACI  318  approach  recognizes  the  stiffening  effect  of  lightly  reinforced 
members  through  the  Branson  Equation: 
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Where  Ma  =  maximum  moment  on  member.  The  results  of  the  Branson  Equation 
are  also  included  in  Figure  G.  1  for  both  grades  of  reinforcement,  with  Ma  =  MN. 

It  will  be  seen  that  the  stiffening  effect  for  low  MN  /  Mcr  ratios  more  than  com¬ 
pensates  for  the  reduced  cracked-section  stiffness,  and  the  proposed  value  of  0.33 
Ig  will  seriously  underestimate  the  effective  stiffness  for  values  of  MN  /  Mcr  <1.5 
which  are  common  in  powerhouse  designs. 

It  is  suggested  that  the  following  improved  and  simple  expression  be  adopted: 


0.8<  — =  0.8-0.9 
I 


M, 


—  1 


> 


0.35  (/,,  =  40  ksi) 

-  0.25  (/y  =  60  ksi) 


Note  that  an  upper  value  of  0.8  is  used  even  if  MNt  Mcr  <  1,  since  a  single  crack 
will  then  form  at  the  wall  base  which  will  reduce  stiffness  due  to  strain  penetra¬ 
tion  over  a  small  but  significant  end  region. 

b.  Load  Factor  Equations 

It  is  customary  in  seismic  design  to  include  dead  load  and  live  load  effects  when 
comparing  capacity  and  demand.  However,  there  is  considerable  inconsistency  in 
adopted  approaches.  Some  relevant  points  follow. 

•  It  is  usual  to  adopt  a  reduced  value  of  live  load,  reflecting  the  low 
probability  of  full  live  load  coinciding  with  full  seismic  load. 

•  In  ductile  systems  it  can  be  argued  that  it  is  unnecessarily  conservative  to 
use  the  expression: 


mn  >  mdl  +  mll  +  mdi 

Where  MD,  =  Inelastic  earthquake  demand  moment  =  elastic  earthquake  demand 
moment///. 

The  reason  is  illustrated  in  Figure  G.2  where,  for  example,  MDL  +  MLL  =  0.5  MN. 
If  the  ductility  of  the  wall  is  assumed  to  be  p  =  3,  then  the  structure  can  deform  3 
times  the  yield  displacement.  Assuming  the  “equal  displacement”  approximation, 
the  equivalent  elastic  strength  is  3  MN.  Note  that  if  MDI  is  limited  to  MN—  (MDL  + 
Mll),  then  the  equivalent  elastic  response  will  be  MDL  +  MLL  +  3  MDI,  corre¬ 
sponding  to  point  A,  with  SA  =  0.5  Sv  +  3  x  0.5  Sv  =  2  8V,  which  is  only  2/3  of  the 
displacement  capacity.  It  is  more  consistent  to  use  the  requirement: 
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Mn  >  {Mdl  +  Mu  +  Mqi)  /  i? 


Where  in  this  case  R  =  3  =  p  ,  since  this  equates  behavior  at  maximum  response. 
This  approach  reduces  the  influence  of  gravity  load  moments  still  further,  and 
probably  makes  them  insignificant  for  design. 

c.  Moment  Reduction  Factor  (R). 

The  moment  reduction  factor  R  =  1  +  0.67  (p  -  1)  T /  T0  <  p  is  a  good  representa¬ 
tion  of  the  observation  that  structures  on  the  rising  portion  of  the  acceleration 
spectrum  (T  <  T0)  have  ductility  demands  greater  than  force  reduction  factors. 
This  is  particularly  the  case  when  hysteretic  response  is  pinched,  as  might  happen 
with  base  shear  sliding,  which  is  possible  in  powerhouse  walls.  1  agree  with  its 
usage  in  the  powerhouse  design  criteria  document.  Note  that  the  approach  is 
more  conservative  than  in  most  existing  codes  (e.g.,  UBC  1997)  which  typically 
put  R  =  p  regardless  of  period.  It  is  in  line  with  suggestions  in  recent  documents 
that  recognize  the  non-conservative  nature  of  existing  codes  for  short-period 
structures  (e.g.,  2,3). 

d.  Center  of  Mass  height  for  Ductility  Calculations. 

The  correct  height  to  use  for  ductility  calculations  is  the  height  of  the  center  of 
seismic  force,  rather  than  the  center  of  mass.  The  effective  height  Leff  represent¬ 
ing  the  center  of  seismic  force  is: 


Leff  ~ 


e.  Minimum  Flexural  Displacement  Ductility 

In  the  document  p  =  3  is  assumed  to  be  a  lower  bound  for  walls  with  MN  /  Mcr  > 
2.  This  is  very  conservative.  The  values  defining  the  ultimate  curvature,  namely 
ss  =  0.05,  sc  =  0.04  (to  prevent  spalling),  or  sc  =  0.02  (to  prevent  bond  deteriora¬ 
tion  at  splices)  are  suitable  design  values  for  both  40  and  60  grade  rebar.  The 
yield  curvature  is  insensitive  to  the  longitudinal  steel  ratio,  and  may  be  approxi¬ 
mated  by: 


1.25  sv 

_ y 

h 


When  the  steel  strain  is  more  critical  than  the  concrete  strain  (when  ss  =  0.05  is 
reached  first),  the  ultimate  curvature  can  be  approximated  by: 


0.05 

0.8/7 


G-8 


Appendix  G  Criteria  Review  for  Corps  by  Dr.  Priestley  and  Dr.  Moehle 


Where:  h  =  Wall  thickness 


Thus  for  walls  of  with  low  reinforcement  ratios  (normal  for  powerhouse  walls) 
and  taking  the  more  critical  case  of  60  grade  rebar: 


</>y  0.8(0.00207) 


Now  the  plastic  hinge  length  can  be  conservatively  approximated  by: 


0-08  Leff 


Thus  a  conservative  estimate  of  the  displacement  ductility  capacity  is: 


//  =  l  +  3(30-l)(l-0.04)  =  7.7 


It  would  thus  be  quite  reasonable  to  adopt  a  higher  minimum  ductility  (say  p  =  5 
or  6)  for  routine  checking,  when: 

A/^v  /  Mcr  ^  2 

There  is  also  a  case  to  be  made  for  allowing  higher  default  displacement  ductili¬ 
ties  for: 


MN/Mcr<  2 

A  possible  expression,  reaching  a  maximum  of  5.5  at  MN/Mcr  =  2,  and  con¬ 
forming  with  p  =1.5  at  MN/Mcr  =  1.0,  is: 


p  =  1.5  +  4 


Ms 

M 


1.5  >  p  <  5.5 


The  use  of  the  above  equation  would  reduce  the  number  of  times  the  displace¬ 
ment  ductility  capacity  would  be  unnecessarily  checked. 

f.  Additional  Comments 

(1)  Shear  Design.  The  shear  demand  need  not  be  taken  equal  to  the  elas¬ 
tic  demand.  This  is  unnecessarily  conservative  when  the  flexural  force  reduction 
factor  may  be  3  or  more.  It  would  be  sufficient  to  check  for  a  shear  force 
50  percent  higher  than  the  shear  corresponding  to  flexural  capacity.  This  can  be 
expressed  as: 
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Vn>Vde(\.5)^- 

Mde 

Shear  friction,  although  it  rarely  governs,  should  be  checked  at  the  wall  base, 
with  a  reduced  effectiveness  from  the  vertical  reinforcement,  because  of  its 
expected  inelastic  response.  A  suitable  expression  would  be: 

r„=^[/>+o.254/,]>r„'^A 

1V1  DE 

where 

Vde  =  Elastic  shear  demand  from  response  spectrum  analysis 
Mde  =  Elastic  moment  demand  from  response  spectrum  analysis 
Mn  =  Nominal  moment  capacity 

The  value  for  the  shear  friction  coefficient  (psf)  is  1.4  for  a  naturally  occurring 
crack,  1.0  for  a  crack  forming  on  a  roughed  construction  joint,  and  0.7  for  a  crack 
forming  on  a  smooth  construction  joint. 

However,  even  if  the  above  shear  friction  strength  requirements  are  not  satisfied, 
this  does  not  necessarily  mean  uncontrolled  shear  response.  This  is  because  slid¬ 
ing  shear  has  been  shown  to  dissipate  significant  energy  from  Coulumb  friction. 
This  can  be  relied  on  at  low  displacement  ductility  levels,  but  is  less  reliable  at 
higher  ductilities  where  inelastic  elongation  of  reinforcement  may  result  in  a 
wide  open  bare  crack,  particularly  for  the  psf  =  0.7  case.  It  may  be  best  to  deal 
with  shear  friction  by  commentary,  rather  than  mandatory  code  clauses. 

(2)  Anchorage,  The  following  equation  is  recommended  for  the  initial 
check  of  anchorage  of  wall  reinforcement  to  the  base  slab: 

f 

la=^^db 

a  2000 

This  results  in  the  familiar  old  expressions  of  20 dh  and  30 db  for  fy  =  40  ksi  and  fy 
=  60  ksi  respectively.  Note  that  this  equation  is  slightly  (but  not  much)  more  con¬ 
servative  than  the  FHWA  equations  using  /)  =  3000  psi,  and  c/db  =2,  which  are 
typical  for  powerhouses. 

(3)  Reinforcing  Steel  Splices.  Realistic  criteria  for  splice  development 
length,  such  as  that  in  Reference  1 ,  which  for  widely  spaced  longitudinal  bars 
outside  of  plastic  hinge  regions,  results  in: 

\fy 

4j7c(2sl2(c  +  db)) 
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Where: 

c  =  Cover  to  main  bars 

For  fc  =  4000  psi ,fy  =  40,000  psi,  c  =  2  inches,  and  db  =  1  in.  (#8  bar)  results  in  a 
required  lap  splice  length  of  14.6  in.  Note  that  it  is  likely  that  lap  splices  will  be 
at  least  20  dh,  in  walls,  which  will  satisfy  the  lap  splice  requirement  of  the  above 
equation. 

g.  References. 

(1)  Priestley,  M.J.N.,  Seible,  F.,  and  Calvi,  M,  “Seismic  Design  and 
Retrofit  of  Bridges,”  John  Wiley,  New  York,  1996 

(2)  ATC  32,  “Improved  Seismic  Design  Criteria  for  California 
Bridges:  Provisional  Recommendations,  Applied  Technology  Council,  1996 

(3)  NZNSEE,  “Recommendations  for  Seismic  Design  of  Bridges”, 
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No.  3,  Sept  1980. 


fy  ”  40  ksi 
fy  -  60  ksi 


Mp  /  Mcr 


Figure  G.1  Effective  stiffness  of  lightly  reinforced  walls 
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G.3  Experimental  Research  and  Seismic  Design 
Guidance  for  Intake  Towers  —  Dr.  J.  Moehle  — 
July  22,  1997 


a.  Analytical  Model  Some  models  for  deformation  capacity  of  lightly  rein¬ 
forced  walls  were  discussed.  The  conventional  approach  of  using  yield  curvature 
at  the  base  is  inappropriate  for  walls  where  the  cracking  moment  exceeds  the 
yield  moment  because  the  wall  is  uncracked  above  the  base.  Instead,  the  yield 
curvature  at  the  base  should  be  the  maximum  moment  divided  by  EIGross.  The 
approach  used  by  the  Waterways  Experiment  Station  (WES)  which  estimates  the 
plastic  rotation  as  the  sum  of  the  rotations  due  to  yield  curvature  and  post-yield 
curvature  appears  to  correctly  represent  behavior  observed  in  the  intake  tower 
model.  An  alternate  approach  directly  involving  the  tension  reinforcement  strains 
and  section  dimensions  was  proposed  and  discussed.  A  steel  ultimate  tension 
strain  capacity  of  0.05  is  recommended.  This  capacity  although  less  than  the 
ultimate  strain  capacity  measured  under  monotonic  tests  will  account  for  the  loss 
of  strain  capacity  that  occurs  under  cyclic  loading.  On  an  interim  basis,  it  is  rec¬ 
ommended  to  use  the  plastic  hinge  length  proposed  by  M.J.N.  Priestley  for  the 
case  of  formation  of  a  single  crack.  The  results  should  be  compared  with  experi¬ 
mental  data  to  verify  the  adequacy  of  this  plastic  hinge  length. 

b.  Effective  Stiffness  The  nonlinear  load-deformation  relation  of  a  wall  hav¬ 
ing  a  cracking  moment  exceeding  the  yield  moment  consists  primarily  of  an 
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initial  linear  portion  to  cracking,  followed  by  a  plastic  plateau  to  fracture  of  the 
reinforcement.  Therefore,  it  appears  more  logical  to  define  the  OBE  and  MCE 
earthquake  response  parameters  relative  to  a  nominal  yield  point  having  a 
moment  equal  to  the  yield  moment  and  stiffness  corresponding  to  the  gross- 
section  value. 

c.  Displacements  It  is  unclear  how  well  the  gross-section  approach  will 
work  in  estimating  maximum  displacements.  I  recommend  that  a  small  analytical 
study  be  undertaken  to  investigate  the  response  maxima  of  systems  having  yield 
moment  and  cracking  moment  nearly  equal.  A  key  issue  in  estimating  the  dis¬ 
placement  capacity  of  a  lightly  reinforced  wall  is  determining  if  there  will  be  one 
crack  or  if  cracks  will  be  distributed.  Dr.  Fernando  Yanez  at  the  University  of 
Chile  in  Santiago  should  be  contacted.  He  has  completed  a  series  of  tests  to  iden¬ 
tify  the  transition.  Another  key  issue  in  estimating  the  displacement  capacity  of 
lightly  reinforced  walls  is  the  strain  penetration.  I  believe  the  experimental  work 
by  WES  using  small-scale  specimens  is  producing  a  conservative  estimate  of  the 
displacement  capacity.  Tests  on  larger-scale  sub-components  of  the  walls  should 
be  considered.  The  work  at  the  University  of  Texas  at  Austin  on  lap-splice 
behavior  of  large-diameter  bars  should  be  investigated  (contact:  James  Jirsa). 

d.  Initial  Stiffness.  I  recommend  (in  addition  to  the  analytical  study  above) 
as  a  interim  that  the  gross-section  properties  be  used  for  walls  having  a  yield 
moment  less  than  the  cracking  moment.  The  reason  for  this  is  that  the  initial 
stiffness  is  controlled  by  the  uncracked  behavior.  For  walls  having  yield  moment 
significantly  exceeding  the  cracking  moment,  say  a  factor  of  two  or  more,  I 
would  use  the  gross-section  shear  stiffness  with  the  cracked  section  flexural  stiff¬ 
ness.  A  transition  for  intermediate  values  may  be  appropriate. 

e.  Demand  Reduction.  For  the  MCE,  I  believe  flexural  demand  reductions 
of  two  are  appropriate  even  for  shorter  period  structures.  For  shear  failures,  I 
would  not  use  a  shear  demand  reduction  factor.  However,  I  would  not  require  the 
design  shear  to  exceed  1.5  times  the  plastic  shear  determined  from  a  pushover 
analysis.  For  shear  strength  determination,  I  would  use  the  ACI  318  Equations.  I 
doubt  that  shear  failure  is  ever  going  to  be  an  issue  for  these  walls. 

f.  Load  Factors  and  Strength  Reduction  Factors.  For  the  OBE,  I  believe 
that  the  strength  reduction  factor  and  the  load  factor  should  both  be  unity.  In  the 
event  that  a  crack  forms  during  shaking  at  this  intensity  level,  it  will  not  result  in 
brittle  failure,  and  after  shaking  it  is  very  likely  to  completely  close  under  the 
action  of  gravity  loads. 

g.  Minimum  Reinforcing  and  Lap  Lengths.  Regarding  the  minimum  rein¬ 
forcement  to  be  required  for  the  design  of  new  towers,  I  would  defer  to  the  work 
of  Yanez.  For  future  testing,  I  believe  the  highest  priority  should  be  on  testing 
larger-scale  components  of  the  lap-splice  and  anchorage  region  of  the  longitudi¬ 
nal  reinforcement  at  the  base.  The  tests  should  be  conducted  at  nearly  full  scale. 
In  addition  to  strain  penetration,  these  tests  will  be  valuable  for  identifying  the 
propensity  for  lap-splice  failure.  I  believe  that  lap-splice  failure  can  occur  with¬ 
out  the  compression  strain  under  reversed  loading  reaching  0.002  if  the  lap  length 
is  too  short.  However,  I  do  not  know  that  it  will  be  critical  given  the  large  cover 
and  the  lap  lengths  typical  in  these  structures.  The  likelihood  for  this  type  of 
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failure  could  be  investigated  using  empirical  equations  that  are  available  in  the 
literature. 


h.  Additional  Testing.  A  second  priority  should  be  on  biaxial  testing  of  a 
box  section.  With  biaxial  testing,  there  is  the  possibility  of  spalling  of  the  con¬ 
crete  at  the  corner,  which  could  lead  to  rebar  buckling  or  to  deterioration  in  the 
behavior  of  the  lap  slices  upon  reverse  loading. 
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Appendix  H 
Notation 


This  Notation  includes  only  symbols  used  in  the  main  text.  Each  appendix 
has  its  own  system  of  notation.  Many  of  the  symbols  used  are  defined  in  the  text 
of  each  appendix.  Others  are  commonplace  to  reinforced  concrete  design  and 
retaining  wall  design.  Readers  not  understanding  a  particular  symbol  notation 
should  consult  the  references  cited  in  that  appendix  for  the  definition. 

ag  Ground  acceleration 

ah  Maximum  horizontal  ground  acceleration,  equal  to  k/,g 

av  Maximum  vertical  ground  acceleration,  equal  to  kvg 

A  Area;  Seismic  coefficient  representing  the  peak  ground 

acceleration  expressed  as  a  fraction  of  the  acceleration  of  gravity 

Ae  0.8 Ag 

Ag  Gross  concrete  area 

As  Area  of  the  longitudinal  reinforcing  steel  across  the  potential 
failure  plane 

Av  Area  of  shear  reinforcement  within  a  distance  s 

Co  Modification  factor  to  relate  spectral  displacement  to  inelastic 
displacement  at  the  top  of  the  structure 

Ci  Modification  factor  to  relate  “top  of  structure”  inelastic 

displacement  to  displacement  btained  for  the  elastic  response 
obtained  by  pseudo-lateral  load  analysis,  response  spectrum 
analysis,  or  linear  elastic  time-history  analysis 

C2  Modification  factor  to  represent  the  effects  of  severe  strength 
deterioration  (i.e.,  pinched  hysteresis  curve) 

C3  Modification  factor  to  account  for  any  second-order 
displacement  (P  •  A)  effects 
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Cy  Ultimate  crack  width 

d  Depth  from  compression  face  to  centroid  of  longitudinal  tension 
reinforcement 

db  Diameter  of  reinforcing  steel,  in. 

dw  Relative  flexibility  of  the  wall 

Dw  Flexural  rigidity  of  the  wall  per  unit  length  of  wall 

Ew  Young’s  modulus  of  elasticity  for  the  wall 

f'c  Actual  concrete  compressive  strength  (per  Priestley,1  the  actual 
concrete  compressive  strength,  which  may  be  as  high,  or  higher 
than  1.5  times  the  design  compressive  strength,  should  be  used 
when  calculating  the  shear  capacity) 

fr  Modulus  of  rupture  =  1.5y[fj  (psi  units) 

fs  Maximum  stress  that  can  be  developed  in  an  embedded  bar 
having  an  embedment  length  le,  psi;  maximum  stress  that  can  be 
developed  in  the  bar  for  the  lap  or  splice  length  provided  4 

fy  Yield  capacity  of  reinforcement;  yield  strength  of  the  reinforcing 
steel 

Fe  Force  for  elastic  response 

Fh  Dynamic  earth  pressure  force  in  horizontal  direction 
Fv  Dynamic  earth  pressure  force  in  vertical  direction 
Fy  Force  for  yield  response 
g  Acceleration  of  gravity 

G  Shear  modulus  of  elasticity  for  the  retained  soil 
H  Height  of  wall;  height  of  soil  retained  by  wall 
IE  Effective  stiffness 
la  Gross  stiffness 

k  Factor  dependent  on  member  flexural  displacement  ductility 
demand 

k/„  kv  Fraction  of  horizontal  and  vertical  acceleration,  respectively 


1  M.  J.  N.  Priestley,  1995,  “Criteria  Review  for  Corps — Seismic  Evaluation  of  Intake 
Towers,”  presented  in  Appendix  G  of  this  report. 
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ky  Yield  coefficient  expressed  as  a  fraction  of  the  acceleration  of 
gravity,  representing  the  yield  acceleration  that  initiates  sliding 
(sliding  factor  of  safety  equal  to  1.0);  factor  dependent  on 
member  flexural  displacement  ductility  demand.  As  shown  in 
Figure  4.1,  “k”  can  range  from  a  maximum  of  3.5  at  low  ductility 
demand  levels  to  1.2  at  high  ductility  demand  levels 

K  Stiffness  of  the  structure-foundation  system 

Ka  Static  coefficient  of  earth  pressure 

Kae  Active  stress  coefficient,  which  is  a  function  of  (a)  the  friction 
angle  of  the  retained  soil,  (b)  the  interface  friction  angle  between 
the  backfill  and  the  wall,  (c)  the  horizontal  and  vertical 
acceleration  coefficients  kh  and  kv,  respectively,  as  per  Equation 
33  in  Ebeling  and  Morrison  (1992).  KAE  is  given  in  Equation  34 
in  Ebeling  and  Morrison  (1992). 

/  Length  of  cantilever 

lb  Lap  or  splice  length  provided 

Id  Lap  or  splice  length  required  by  ACI  3 1 8-02  (ACI  2002) 
le  Embedment  length,  in. 
leff  Effective  height 
/„  Height  from  base  to  mass  at  level  n 
lp  Plastic  hinge  length 
lw  Depth  of  member 
L  Length  of  member 

m„  Mass  at  level  n  of  a  multiple  lumped  mass  system 
M  System  mass 
MCr  Cracking  moment 
Mn  Nominal  moment  capacity 
N*g  Maximum  transmissible  acceleration 
P  Axial  load  on  section 

PAE  Total  active  earth  pressure  force  (dynamic  +  static) 

P resiSt  Limit-state  resisting  force 
Qd  Dead  load  effect 
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Qdc  Combined  action  due  to  maximum  design  earthquake  loads,  dead 
load,  and  live  load  for  use  in  evaluating  performance 

Ql  Live  load  effect 

Qmde  Earthquake  load  effect  from  maximum  design  earthquake  ground 
motions 

R  Resultant  force  on  soil  wedge;  force  reduction  factor 
s  Spacing  of  shear  reinforcement 

Sa  Peak  response  acceleration;  spectral  acceleration;  spectral 
acceleration  of  the  design  earthquake  for  period  Te 

St  Section  modulus 

tw  Wall  thickness 

T  Fundamental  period  of  vibration 

Te  Fundamental  period  of  vibration  based  on  the  effective  stiffness 
of  the  structural  system 

T0  Characteristic  ground  motion  period 

vg  Peak  ground  velocity  of  the  earthquake,  in./sec 

vs  Shear  wave  velocity  of  soil 

Vae  Active  earth  pressure  earthquake-induced  shear 

Vc  Concrete  component  of  shear  strength 

Vs  Contribution  to  shear  capacity  provided  by  the  shear 
reinforcement 

VT  Total  shear  demand  on  the  wall 

Vst  Shear  at  the  base  of  the  stem  wall  assuming  rigid  body  motion 
Vsf  Shear  friction  shear  capacity 
Vu  Total  ultimate  shear  strength 
W  Weight  of  rigid  body  (i.e.,  wall  or  soil  wedge) 

Xg  Peak  ground  acceleration 

y  Distance  above  the  base  of  the  cantilever  retaining  wall 
y  Moist  unit  weight  of  the  backfill;  density  of  soil 
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8  Angle  of  PAE  with  respect  to  landside  wall  face 
SA£  Amplified  displacement 
8b  Maximum  displacement  demand 
Sr  Permanent  (residual)  displacement 
8,  Target  displacement 
5„  Ultimate  displacement  capacity 
A  Permanent  sliding  displacement 
Ae  Displacement  for  elastic  response 
A Y  Displacement  for  yield  response 
As  Sliding  displacement 
e u  Ultimate  rupture  strain  of  reinforcing  steel 

ecuesu  Ultimate  strain  capacity  of  the  concrete  in  compression  and  of 
the  steel  in  tension,  respectively 

r|  Ratio  of  distance  above  the  base  to  total  wall  height 

(),.  Earthquake- induced  rocking  motion 

0„  Ultimate  rotational  capacity 

p  Ultimate  displacement  ductility  capacity 

psv,  Sliding  shear  coefficient  of  friction  (AC-1  2002) 

pA  Displacement  ductility  capacity 

vw  Poisson’s  ratio  for  the  wall 

cp  Angle  of  R  with  respect  to  the  soil  wedge  slip  plane 

cp„  Modal  value  at  mass  level  n 

cp„  Ultimate  curvature  capacity 

cpv  Curvature  at  first  yield  of  the  reinforcing  steel 
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during  a  major  earthquake  event.  Walls  founded  on  competent  rock  without  significant  joints,  faults,  or  bedding  planes  and  prevented  by 
a  strong  bond  at  the  rock-footing  interface  from  either  translating  or  rotating  are  likely  to  dissipate  energy  through  plastic  yielding  in  the 
stem  wall.  All  three  responses  can  leave  the  retaining  wall  in  a  permanently  displaced  condition. 

The  purpose  of  this  report  is  to  provide  methodologies  for  conducting  a  performance-based  earthquake  evaluation  related  to  plastic 
yielding  in  the  stem  wall.  The  methodologies  include  evaluation  of  brittle  or  force-controlled  actions  and  the  evaluation  of  ductile  or 
deformation-controlled  actions.  The  later  evaluation  provides  estimates  of  permanent  (residual)  displacement  for  walls  dominated  by  a 
stem  wall  yielding  response. 
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14.  ABSTRACT  (cont.) 

Performance-based  evaluation  methodologies  are  demonstrated  with  respect  to  a  wall  designed  to  current  Corps 
ultimate  strength  design  criteria  and  with  respect  to  an  older  retaining  wall  designed  to  working  stress  design 
criteria.  Lap  splice  deficiencies  related  to  older  walls  are  discussed  and  performance-based  evaluation  techniques 
proposed. 

At  present  the  Corps  computer  program  CWRotate  is  able  to  estimate  permanent  displacements  associated  with 
a  sliding  response  and  a  rotational  response.  An  enhancement  is  proposed  to  provide  estimates  of  permanent 
(residual)  displacement  for  walls  dominated  by  stem  wall  yielding. 


